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Dear Customers, 

We provide this catalog as a means for you to become familiar with the wide array 

of products we offer. Our commitment is to ensure that the products you need are 
readily available and are priced competitively. We remain devoted to serving you with 
expertise, knowledge, and the understanding it takes to help you make informed 
decisions. 

With our reputation for outstanding customer service and support, | know you will 
find the LOCKMASTERS experience to be a pleasant and rewarding one. Even 
though we have maintained our high standards for more than fifty years, we continue 


working to find new ways to offer you the best in products, valuable expertise and 
personal attention. 

In addition to browsing through this catalog, we invite you to visit our web site, at 
www.lockmasters.com, it is a valuable resource where you can learn about a broad 
range of products. Our staff of seasoned, knowledgeable industry professionals is 
here to help you along the way. 

Thank you for your patronage. We look forward to serving you. 
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Mark C. Miller 
President 


Mark C. Mle 
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AMSEC _ ELECTRONIC SAFE LOCKS 
AMSEC Electronic Locks 


American Security Products Company has been a pioneer 
in the electronic lock market and the company’s new series 
of ESLXL safe locks offers unrivaled value in electronic 
safe access. AMSEC ESL10XL and ESL20XL electronic 
safe locks offer an impressive blend of features and func- 
tionality to suit most any safe locking need. The ESL10XL 
is a basic electronic keypad lock for home and office ap- 
plications while the ESL20XL offers the advances features 
necessary for commercial applications. 


AMSEC’s newly updated ESLXL series of safe locks now 
feature a heavy-duty metal keypad with slanted alpha-nu- 
meric button layout for durability and ease of use available 
in a variety of attractive finishes. 


ESL10XL Features: 


- Quick and easy combination changes 
- Factory Reset Combination 
- Easily accessible dual 9V battery compartment housed in 
keypad 
- New Soft Touch keypad membrane 
- Penalty lockout 
- Four incorrect attempts results in a 15 minute 
- New patented dead-latched lock design with an internal 
relock device for maximum security 
- Optional internal battery pack or AC adapter 


ESL20XL Additional Features: 


- Time delay functionality 
- Delay: 1 to 99 minutes 
- Opening Window: 1 to 9 minutes 
- Multiple User Mode 
- Master code plus eight additional users 
- Dual Control Mode 
- Requires two users to open safe 
- Armored Car Override 
- Allows bypassing time delay 
- Duress / Silent Signal alarm output 


ESLXL Series Lock Packages 


ESL10XL ESL-10XL Deadbolt lock with Black keypad 


ESL10XLC 


(oe) 


ESL10XLS 


Additional ESLXL Series Parts 
ESL0625052 | ESLXL series keypad, Black finish 


ESL10XLB ESL-10XL Deadbolt lock with Brass keypad 
ESL10XLC ESL-10XL Deadbolt lock with Chrome keypad 
ESL10XLS ESL-10XL Slambolt lock with Black keypad 
ESL20XL ESL-20XL Deadbolt lock with Black keypad 
ESL20XLS ESL-20XL Slambolt lock with Black keypad 


ESL0625050 ~=ESLXL series keypad, Brass finish 


ESL0625051 | ESLXL series keypad, Chrome finish 


ESLAC Optional AC power supply 


ESLBAT Optional battery pack 
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KABA-MAS _ ELECTRONIC SAFE LOCKS 


® 
Kaba-Mas KATA 
cencon  $[MIAS 


The Cencon System 2000® from Kaba Mas is designed to combat insider theft from ATMs through the combined 

use of lock hardware, systems software and Smart Keys™. The Cencon System 2000 offers total access control and 
accountability with its One Time Combination™ feature. The One Time Combination is dispatched from a central location 
and cannot be reused at a later date, thus eliminating temptation. 


Unique software allows you to control and monitor tens, hundreds, even thousands of locks located anywhere in the World 
- from one central location. The Kaba Mas Cencon System 2000 is a revolutionary and cost-effective solution to today’s 
most serious security challenges 


Keypad Down . Keypad Up Keypad Inverted 


Cencon Locks 


Keypad _ | Door Thickness | Alarm 
MAS201300US_ | Up 44 mm Shunted 
MAS201301US_ | Up 44mm Non-shunted 
MAS201236US_ | Up 55 mm Shunted 
MAS201237US_ | Up 55 mm Non-shunted 
MAS201250US__| Inverted | 113 mm Shunted 
MAS201251US_ | Inverted | 113 mm Non-shunted 
MAS201248US__| Up 130 mm Shunted 
MAS201238US_ | Up 400 mm Shunted 
MAS201239US__| Up 400 mm Non-shunted 
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Cencon Key Chart 


Type Color 
MAS202020 | F - First Line Maintenance Blue 

(FLM) 
MAS202021 SA - Supervisor Audit Red 
MAS202022 | R - Route Yellow 
MAS202023 | B - Bank Teal / Green 
MAS202024 | D - Dispatcher Black 
MAS202025_ | S - Supervisor Black 
MAS202026 | SS - Special Supervisor Black 


Cencon Reset Service 


MASRESET 


Reset Cencon back cover to factory (50-25-50) 


MASIPI 


Reset Cencon back cover to factory (50-25-50) and clear 
IPI condition 


Software 


MAS201118 


Cencon/Auditcon 2-port key reader, USB (CenBank, Audit- 
con) 


MAS203286 


Kaba Mas USB adapter for 2-port key reader (CenBank) 


MAS202019 


Cencon 4-port key reader (Cencon)* 


*Call for pricing on Cencon software 800-654-0637 


Part List 

MAS201136 | Cencon "Keypad Down" assembly 

MAS201139 | Cencon "Keypad Up" assembly 

MAS201140 | Cencon "Keypad Inverted" assembly 

MAS201141 | Cencon back cover (non-shunted) 

MAS201142 | Cencon back cover (shunted) 

MAS201143 | Cencon lock case, 55 mm cable 

MAS201146 | Cencon lock case, 130 mm cable 

MAS201150 | Cencon lock case (without back cover & cable) 

MAS201152 | Cencon cable replacement kit (55 mm) 

MAS201153 | Cencon cable replacement kit (130 mm) 

MAS201156 | Cencon drive cam 

MAS201158 | Cencon triangle dial clip (plastic dials) 

MAS201159 | Cencon dial spacer & washer (plastic dials) 

MAS201161 | Cencon spindle & screw (55 mm) 

MAS201163 | Cencon spindle & screw (130 mm) 

MAS201165 | Cencon cable/spindle tube (55 mm) 

MAS201166 | Cencon cable/spindle tube (130 mm) 

MAS201167 | Cencon cable/spindle tube (250 mm) 

MAS105061 | Cencon dial label 

MAS201290 | Cencon dial replacement kit (no spindle) 

MAS204210 | Cencon dial replacement kit with spindle (130 mm) 

MAS204016 | Cencon spare parts kit with Keypad Up (55 mm spindle, 
cam, dial parts) 

MAS204247 | Cencon installation kit (standard screws, dial clip/washer, 
etc) 
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Cencon Keys 


MAS105061 


MAS201158 
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Kaba-Mas 


Auditcon 

The Auditcon family of electronic locks was developed to address the security requirements of a broad range of retail, 
commercial and industrial markets. Utilizing the award-winning PowerStar™ technology, the Auditcon’s security cannot 
be compromised by outside manipulation and provides unprecedented audit capability, making it an effective deterrent 
to internal theft. 


Auditcon 2 Series 
Auditcon 2 Series locks are the new standard in safe lock security. With improved serviceability, faster power-up, and 
uploadable programming, the Auditcon 2 Series locks will make securing your valuables easier than ever. 


The Auditcon 2 Series of safe locks offers many housing styles and accessories to suit your individual needs. Kaba Mas 
offers both round and vertical housings. 


Vertical Keypad Round Keypad 


Auditcon Locks 


Part# Model | Keypad Bolt Style 
MAS52RSL 52 Round Slidebolt 
MAS52RSTD 52 Round Deadbolt 
MAS52VSL 52 Vertical Slidebolt 
MAS52VSTD 52 Vertical Deadbolt 
MAS252RSL 252 Round Slidebolt 
MAS252RSTD 252 Round Deadbolt 
MAS252VSL 252 Vertical Slidebolt 
MAS252VSTD 252 Vertical Deadbolt 
MAS552RSL 552 Round Slidebolt 
MAS552RSTD 552 Round Deadbolt 
MAS552VSL 552 Vertical Slidebolt 
MAS552VSTD 552 Vertical Deadbolt 


Deadbolt 
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Auditcon Il Comparative Chart 


52/TS2 


252 


552 


Keypad Housing Styles 


Round/Vertical 


Round/Vertical 


Round/Vertical 


Bolt Styles 


Dead Bolt or Slide Bolt 


Dead Bolt or Slide Bolt 


Dead Bolt or Slide Bolt 


Users 


2 Users 


20 Users 


99 Users 


Combination Length 


6-digit 


8-digit 


8-digit 


Power Source 


Self-Powered 


Self-Powered 


Self-Powered 


BatteryAssist Optional (T52) Optional Required 
Manager/Master Control Yes (Manager) Yes (Master ) Yes (Master) 
Supervisor/Subordinate Mode No Yes Yes 
Single/Dual Custody Access Yes Yes Yes 

Wrong Try Lockout Yes Yes Yes 

Time Delay 1-99 min delay (T52) 1-99 min delay 1-99 min delay 
Open Window 1-20 min opening (T52 ) 1-20 min opening 1-20 min opening 
Time Delay Override No Yes Yes 

Time Delay Display Optional (T52 ) Optional Optional 

Time and Date No No Yes 

Timed Lockout No No Yes (1-255 hrs) 
Time Windows No No Yes 

Time Window Lockout No No Yes 
Uploadable Programming No Yes Yes 
Downloadable Audit Trail No 100 audits 400 audits 


Part List 


MAS301040 


Auditcon Duress Alarm Interface Kit 


MAS301101 


Auditcon 2 v1.1 Implementation Package- Includes software, 
SA key, key reader and USB adapter 


MAS301200 


Auditcon dial label (round), Kaba logo 


MAS311200 


Auditcon dial label (vertical), Kaba logo 


MAS301 203 


Auditcon round keypad with label 


MAS311202 


Auditcon vertical keypad 


MAS301 216 


Auditcon install kit (round keypad, deadbolt) 


MAS311205 


Auditcon install kit (vertical keypad) 


MAS301 204 


Auditcon 52 lock case, deadbolt 


MAS301206 


Auditcon 252 lock case, deadbolt 


MAS301 207 


Auditcon 552 lock case, deadbolt 


MAS301212 


Auditcon spindle, 9" door thickness 


MAS301213 


Auditcon spindle/cable tube, 9" door thickness 


MAS301214 


Auditcon cable, 3.5" door thickness (deadbolt) 


MAS301215 


Auditcon cable, 9" door thickness (deadbolt) 


MAS31 1204 


Auditcon dial & label 


MAS305301 


Auditcon universal relock back cover adapter plate 


MAS307025 


Auditcon remote time delay display (TDD) 


MAS311101 


Auditcon dial retainer clip 
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LGBASIC Il 


Features: 


- Manager mode 
- Manager + 1 user (2 users total) 
- Wrong try penalty 
- External battery (single 9V located in keypad) 
- Dual-handed swingbolt lock body 
- Low battery warning indicator 
- Angled keypad 
- Multiple keypad finishes available 
- Satin Chrome 
- Bright Chrome 
- Textured Black 
- Gold / Bright Brass 
- UL Listed Type 1 


Lock Packages 


LA GARD 


LGBASICII LGBasicll 4200 swingbolt lock package with 
3715 satin chrome keypad 

LGBASICTB | LGBasicll 4200 swingbolt lock package with 
3715 textured black keypad 

LGBASICG | LGBasicll 4200 swingbolt lock package with 
3715 gold/bright brass keypad 

LGBASICBC | LGBasicll 4200 swingbolt lock package with 
3715 bright chrome keypad 

Keypads, Parts 

LAG3710 LGBasic satin chrome keypad (old style, VdS, 
horizontal screws) 

LAG3715 LGBasicll satin chrome keypad 

LAG3715BC | LGBasicll bright chrome keypad 

LAG3715G LGBasicll gold/bright brass keypad 

LAG3715TB | LGBasicll textured black keypad 

LAG4200 LGBasicll dual-handed swingbolt lock body 
(Manager + 1 user) 

LAG3188 Lagard relock bracket stand-offs for swingbolts 

LAG3716 Lagard 3710 keypad mounting plate adapter 

LAG3711 Lagard 3710 peel and stick keypad membrane 

LAG32718 Lagard 3715 peel and stick keypad membrane 

LAG2930 LGBasicll screw pack (3 pc) 
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LGBASICII 


LGCOMBO 


Features: 


- Manager mode 
Manager + 1 user (2 users total) 
-Wrong try penalty 
- External battery (single 9V located in keypad) 
- Deadbolt lock body 
- Low battery warning indicator 
- UL Listed Type 1 


LGCOMBO | LGCombo deadbolt lock package with satin 
chrome keypad 

LAG3750 LGCombo satin chrome keypad 

LAG37402 | LGCombo deadbolt lock body (manager + 1 user) 
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La Gard 3650 
SafeGard 


Features: 
- Manager mode 
- Manager + 1 user (2 users total) 
- Time Delay 
- Delay Period: 1 - 99 minutes 
- Open Window: 1 - 99 minutes 
- Time Delay Override 
- Dual Control 
- Silent Signal Alarm / Duress / Ambush 
- Requires optional alarm box 
- Wrong try penalty 
- External batteries (two 9V located in keypad) 
- Dual-handed swingbolt lock body 
- Low battery warning indicator 
- Multiple keypad finishes available 
- Satin Chrome 
- Gold / Bright Brass 
- UL Listed Type 1 
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SafeGard 3650 


LAG3650 SafeGard 3650 swingbolt lock package with 
30004 keypad 


SafeGard Parts 


LAG30004 SafeGard "3000" satin chrome keypad 
(two 9V) 
LAG3000G4 SafeGard "3000" gold keypad (two 9V) 
LAG3260 SafeGard programmable swingbolt lock body 
LAG3045 Lagard handheld programmer (3650, 33E) 
LAG3188 Lagard relock bracket stand-offs for swing- 
bolts 
LAG2788 Lagard small battery box (single 9V) 
LAG2789 Lagard small battery box with alarm (single 
9V) 
LAG4001 Lagard large battery box (six C-cell) 
LAG4002 Lagard large battery box with alarm (six C- 
cell) 
LAG3008 SafeGard "3000" rubber keypad membrane 
LAG3003 SafeGard "3000" keypad plastic snap cover 
LAG3006L SafeGard "3000" keypad shoudler screw LAG3045 
LAG431081 Lagard replacement keypad cable (18") 


Lockmasters offers programming of SafeGard 3650 locks for 
a small service fee. 
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La Gard 33E 
ComboGard 


Features: 


- Manager mode 
- Manager + 1 user (2 users total) 


- Time Delay 
- Time Delay 


- Delay Period: 1 - 99 minutes 
- Open Window: 1 - 99 minutes 

- Time Delay Override 

- Dual Control 

- Silent Signal Alarm / Duress / Ambush 
- Requires optional alarm box 

- Wrong try penalty 

- Deadbolt lock body 

- Low battery warning indicator 
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- Low profile keypad 
- UL Listed Type 1 


ComboGard 33E Lock Packages 


LAG33E ComboGard 33E deadbolt lock package with 3035 
low profile keypad and 9V battery box 

LAG33E1 ComboGard 33E deadbolt lock package with 3035 
low profile keypad (no battery box) 

LAG33E2 ComboGard 33E springbolt lock package with 
3035 low profile keypad and 9V battery box 

LAG33EXL | ComboGard 33E deadbolt lock package with ex- 


tended bolt, 3035 keypad and 9V battery box 


ComboGard Parts 


LAG2788 


LAG2789 


LAG3035 ComboGard low profile keypad 

LAG3040DB Lagard 33E Deadbolt lock body 

LAG3034SB Lagard 33E Springbolt lock body 

LAG3045 Lagard handheld programmer (3650, 33E) 

LAG2788 Lagard small battery box (single 9V) 

LAG2789 Lagard small battery box with alarm (single 9V) 

LAG4001 Lagard large battery box (six C-cell) 

LAG4002 Lagard large battery box with alarm (six C-cell) 

LAG3002 Lagard 3035 rubber keypad membrane 

LAG2699 Lagard 3035 keypad plastic snap cover 

LAG2689A Lagard deadbolt square spindle (6" length) 

LAG2689B Lagard deadbolt square spindle (12" length) 

LAG431081 Lagard replacement keypad cable (18") 

LAG2886 Lagard deadbolt extended bolt (1" added 
length) 


Lockmasters offers programming of ComboGard 33E locks for a 
small service fee. 


LAG4001 
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La Gard 39E 
ComboGard Pro 


Features: 
- Manager mode 
- Manager + 9 user (10 users total) 
- Time Delay 
- Delay Period: 1 - 99 minutes 
- Open Window: 1 - 99 minutes 
- Time Delay Override (User 9) 
- Dual Control 
- Audit Trail 
- Last 64 events captured with User ID and action in 
sequential order 
- Uploadable Programming 
- Programmable via the keypad or computer with 
Implementation Package 
- Silent Signal Alarm / Duress / Ambush 
- Requires optional alarm box 
- Wrong try penalty 
- Deadbolt lock body 
- Low battery warning indicator 
- UL Listed Type 1 


<3 
MODEL: <9000000—00 
SIN: HQUO0TE2U8202007 AM 
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LAG39E1 
Comparison Chart 
mM r 
ComboGard Pro 39E Lock Packages Satay Ee =o 
LAG39E ComboGard Pro 39E deadbolt lock package Firmware 39E 33E 
SE nt cacage 10 
omboGard Pro swingbolt lock package 
with satin chrome 3750K keypad i of 10 - Manager/9 Users 2 - Manager/User 
LAG39E2 ComboGard Pro 39E mechanical redundant lock Time Delay YES 1-99 min delay YES 1-99 min delay 
package, 3750K keypad (requires dial & ring) 1-19 min opening 1-19 min opening 
LAG39EXL 39E ComboGard Pro deadbolt lock package Time Delay YES YES 
with extended bolt, 3750K keypad Override 
Uploadable YES (w/ ComboGard Pro NO 
Programming Software) 
ComboGard Pro Parts Audits YES - 63 events w/ LG NO 
View 
LAG3750K 39E ComboGard Pro / LPAudit keypad (single ee 
QV) Combination 4-9 6 
Length 
LAG3125 LGAudit low profile keypad (requires battery Key Pad Func-_ | Set up lock, set combi- Change combination, 
box) tions nation length, change add/delete user 
LAG6040U _s Lagard 39E deadbolt lock body combination, add/delete 
user, check user status, 
LAG6040UXL | Lagard 39E deadbolt lock body with extended change time delay values, 
bolt receive audit 
LAG4300U Lagard 39E swingbolt lock body 
LAG24411U Lagard 39E mechanical redundant lock body GardPro 
comb? ie) 
LAG2788 Lagard small battery box (single 9V) lage: 
RESET BOX (PIN: 6066) 
LAG2789 Lagard small battery box with alarm (single 9V) Wiartiieriok: i" 
LAG4001 Lagard large battery box (six C-cell) OSCOMNECT Log FRC 
LAG4002 Lagard large battery box with alarm (six C-cell) 3) NSERT KEY TO SETUP KEY OPTION. 
4) CONNECT RESET BOX TO BATTERY/ 
LAG6066 Lagard reset box (39E, 66E, Smartlinc) fem seus ces 
5) DISCONNECT RESET BOX. 
LAG701104 | ComboGard Pro Implementation Pkg (Software, Bop ae 
Cables for 3750K keypad) SSE ba 
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La Gard 66E 
AuditGard 


Features: 
e Manager mode 
e Manager + 8 user (9 users total) 
e Time Delay 
e Delay Period: 1 - 99 minutes 
¢ Open Window: 1 - 99 minutes 
e Time Delay Override 
e Dual Control 
e Audit trail with time and date 
e Last 512 events captured with User ID, action and 
time and date stamp 
e Uploadable Programming 
e¢ Optional E-key functionality (each user has individual 


LAG6GE1A 


E-key) 66E Auditgard Lock Packages 
* Silent Signal Alarm / Duress / Ambush LAG66E1A | LGAudit 66E deadbolt lock package with 3125 
e Requires optional alarm box Reypad 
e Wrong try penalty ed 
e Low battery warning indicator LAG66E1DA | LGAudit 66E deadbolt lock package with 3125 
e ULListed Type 1 keypad and E-Key 
. LAG663SB_ | LGAudit 66E swingbolt lock package with 3125 
33E, 39E, 66E Comparison Chart keypad 
Soe 39E 66E 
Total Users: 2 10 9 66E Parts 
Manse gnvades: J L L LAG3125 Lagard LGAudit keypad 
Des scdee: L 2 = LAG3750K _| Lagard LPAudit keypad 
Beste Coumelecde: : . ve LAG6040DB _| Lagard 66E deadbolt lock body 
Pe Setup: : = = LAG6040P _ Lagard 66E deadbolt lock body setup for E-key 
Rev ped Sete: , ven . LAG6260 Lagard 66E swingbolt lock body 
ee — ae ed LAG6260P _ Lagard 66E swingbolt lock body setup for E-key 
ile pistes - Lee unl i Bal — il LAG6441 Lagard 66E mechanical redundant lock body 
Time Deby Cvemide Nes ai LAG40169 _| Lagard E-Key Il for LPAudit, 3750K keypad and 
Audit Events: . 64 511 SmartLinc 
Audit w/ Date: = = Yes LAG3122 Lagard E-Key for LGAudit, 3125 keypad 
E-Key: 2 = Optional LAG42160 Lagard LGAudit (3125 keypad) programming 
and audit cable 
LAG43087 Lagard LPAudit (8750K keypad) programming 
and audit cable 
Sw572 Lagard 66E Setup & Audit Software Package 
LAG6066 Lagard reset box (39E, 66E, Smartlinc) 
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LAG3122 


LAG3750K 
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La Gard Smart Series 


Features: 
- Control multiple locks (up to 5 enrolled locks) 
- Time Delay 
- Delay Period : 1 - 99 minutes 
- Open Window: 1 - 99 minutes 
- Time Delay Override 
- Dual Control 
- Time Lock — programmable opening windows 
- Audit trail with time and date stamp 
- Uploadable Programming 
- Optional E-key functionality (SmartLinc 1) 
- Biometric fingerprint identification (SmartPoint) 


Smartlinc Comparison Chart 


SMARTLINC | SMARTLINC II | SMARTPOINT 
Master Code(s) 1 2 2 
Manager(s) & Users 9 98 98 
Dual Token - eKey YES 
Dual Code Options NES) YES YES 
Stored Audit 
Events 
e Lock i 4000 4000 
e Logic Module 1000 1000 
Software 
e Program & Audit YES YES 
e Audit Only YES YES YES 
e Lock Program YES YES 
Template 
Biometric Access YES 


Smart Series Lock Packages 
LAG903060 SmartLinc deadbolt lock package 


LAG903062 SmartLinc swingbolt lock package 


LAG903064 SmartLinc mechanical redundant lock package 


LAG905060II | SmartLinc II deadbolt lock package 


LAG905062II | SmartLinc II swingbolt lock package 


LAG905064II | SmartLinc II mechanical redundant lock pack- 


age 


LAG906060 SmartPoint deadbolt lock package 


LAG906062 SmartPoint swingbolt lock package 


LAG906064 SmartPoint mechanical redundant lock package 
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Smartlinc 


Smartpoint 


SmartLinc / SmartLinc II / SmartPoint Parts 


LAG9030 SmartLinc logic module / keypad 

LAG9050 SmartLinc II logic module / keypad 

LAG9060 SmartPoint logic module / keypad 

LAG6040A62S_ | SmartLinc deadbolt lock body 

LAG6040SP SmartLinc II, SmartPoint deadbolt lock body 

LAG6260A62S_ | SmartLinc swingbolt lock body 

LAG4300SP SmartLinc Il, SmartPoint swingbolt lock body 

LAG6441A62S_ | SmartLinc mechanical redundant lock body 

LAG6441SP SmartLinc II, SmartPoint mechanical redun- 
dant lock body 

LAG9030CSP SmartLinc cable and software package (com- 
plete) 

LAG9060CSP SmartLinc II, SmartPoint cable and software 
package (complete) 

SWSL SmartLinc setup and audit software (includes 
SW7582, SW7578) 

SWSP SmartLinc Il, SmartPoint setup and audit 
software 

LAG43098 SmartLinc lock programming cable 

LAG43097 SmartLinc audit and logic module program- 
ming cable 

LAG43087 SmartLinc audit and logic module program- 
ming cable with serial interface (includes 
LAG43097, LAG42150) 

LAG42150 SmartLinc cable serial interface adapter (used 
with LAG43097, LAG43098) 

LAG2034 SmartLinc II, SmartPoint lock programming 
cable with serial interface 

LAG2041 SmartLinc II, SmartPoint audit and logic mod- 
ule programming cable with serial interface 

LAG2784 SmartLinc external AC power supply 

LAG2788 Lagard small battery box (single 9V) 

LAG2789 Lagard small battery box with alarm (single 
9V) 

LAG4001 Lagard large battery box (six C-cell) 

LAG4002 Lagard large battery box with alarm (six C- 
cell) 

LAG3713 SmartLinc logic module battery cover 

LAG4006 Smart Series cable interface box (for multiple 
locks) 

LAG430991 SmartLinc cable assembly (18") 

LAG4309910 SmartLinc cable assembly (10') 

LAG430993 SmartLinc cable assembly (3') 

LAG430996 SmartLinc cable assembly (6') 

LAG6066 Lagard reset box (39E, 66E, Smartlinc) 

LAG40169 Lagard E-Key II for LPAudit, 3750K keypad 
and SmartLinc 

LAG2666 Lagard turn knob assembly 
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LAG40169 


LAG9060 


_ LAG43087 


RESET BOX (PIN: 6066) 


© 
INSTRUCTION: (| [iS 


1) DISCONNECT LOCK FROM 
SUPPLY. 


2) PRESS [0] ON KEYPAD FOR 10SEC. jj 
3) INSERT KEY TO SET-UP KEY OPTION. } 
4) CONNECT RESET BOX TO BATTERY! 
ALARM CONNECTOR, 
LOCK SIGNALS ONCE, 


5) DISCONNECT RESET BOX. 


LOCK IS IN PRE-SETUP MODE: 
PRESS [1] TO OPEN. 
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La Gard Electronic Parts 


Miscellaneous La Gard Parts & Accessories 


LAG2788 Lagard small battery box (single 9V) 
LAG2789 Lagard small battery box with alarm (single 9V) 
LAG4001 Lagard large battery box (six C-cell) 
LAG4002 Lagard large battery box with alarm (six C-cell) 
LAG3045 Lagard 3650, 33E handheld programmer LAG&715-Available in satin 
LAG3188 Lagard relock bracket stand-offs for swing- chrome, bright chrome, tex- 
bolts tured black and gold 
LAG431081 Lagard replacement keypad cable (18") 
LAG6066 Lagard reset box (39E, 66E, Smartlinc) 
LAG2886 Lagard deadbolt extended bolt (1" added 
length) 
LAG2930 Lagard lock mounting screws (3 pk) 
LAG3500DB4_ | Lagard deadbolt knob lock with 30004 keypad 
LAG3500SB4_ | Lagard springbolt knob lock with 30004 key- 
pad 
LAG31004 Lagard springbolt knob lock 
LAG3754 3750, 3750K keypad battery cover 


LAG3750K 


NN): 


= 
RST 
8 
XYZ 
O 


LAG30004-Available 
in satin chrome and 
gold 


LAG3035 


LAG3125 LAG3750 
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LpLocks ELECTRONIC SAFE LOCKS 
LpLOCKS 


LpLOCKS was launched in 2007 with an emphasis on innovative designs, top-notch quality and state-of-the-art manufac- 
turing techniques for the security container market. Their line of safe lock products meets the needs of the most demand- 
ing security professionals while remaining user friendly, simple to install and extremely affordable. 


LpLOCKs electronic safe lock product line centers around their patented RotoBolt lock design. The innovative RotoBolt 
lock body features a “dual-handed” configuration allowing the locks to be used as a direct replacement in nearly all ap- 
plications and includes unique security features like a punch resistant bolt and vibration-resistant motor blocking mecha- 
nism. Features of LpLOCKs RotoBolt Base Line model include two user capacity, low battery indicator, wrong try penalty 
and onboard keypad diagnostics. RotoBolt Base Line lock packages are available from Lockmasters in your choice of four 
distinctive keypad finishes. 


Rotobolt Base Line Features 

e Manager plus 1 additional user 

e Low battery indicator 

e Wrong-try lock out 

e 5 minute lockout after 4 invalid attempts 
Onboard keypad diagnostics ~ | sco | (S 
Simplified code changing and programming procedures Che) 2 By 
Easily accessible keypad battery compartment (single 9V) 
Quick installation 


“Dual-Handed” lock configuration 


UL Type 1 listed 


VdS Klasse 2 certification 


LP RotoBolt Lock Packages 


LPBASE RotoBolt Base Line with Textured Black keypad 
LPBASEBB RotoBolt Base Line with Bright Brass keypad 

LPBASEBCG RotoBolt Base Line with Bright Chrome keypad 
LPBASEMC RotoBolt Base Line with Matte Chrome keypad 


LPBASEMC 
LP RotoBolt Parts 
LPEL20 RotoBolt Base Line lock body 
LPMA1 Base Line keypad mounting adapter plate 
LP10BB Base Line keypad, Bright Brass 
LP10BC Base Line keypad, Bright Chrome 
LP10MC Base Line keypad, Matte Chrome 
LP10TB Base Line keypad, Textured Black 


LP10BB LP10BC 
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S&G Electronic Locks 


® 
SARGENT AND GREENLEAF® 


Sargent & Greenleaf electronic safe locks represent the 
melding of nearly 150 years of security know-how and 
modern electronic technology. From simple, low cost 
mechanisms to highly sophisticated safe locks that offer 
advanced security features, S&G offers a solution to fit 
every need. 


S&G 6120 Series 


DOQQ 


ABC DEF 


4) (5) (6) 


(4. JKC MNO 


(7) (8) 9) 


PRS TUV WXY 


*) @ @ 


S&G 6120 Series Lock Packages 


$G6120110 6120 lock package with two 
Model 6120 battery Satin Chrome keypad 
Introduced in 1994, S&G’s 6120 features multiple opening $G6120301 6120 lock package with two 
codes, a management reset code and a time delay of up battery Bright Brass keypad 
to 9 si ar aaa with standard deadlocking bolt or $G6120302 6120 lock package with two 
Sphng lato Doms battery Bright Chrome keypad 
Model 61 23 $G6120305 Note: Same as SG6120110 
S&G’s 6123 features multiple codes, a management reset $G6120329 UU ee ea oto Ulin Sale 
code and time delay of up to 99 minutes. Modes of op- vile ay Chrome EZ- 
eration include conventional single control, dual control, Syee 
or supervisor/user configuration. Available with standard $G6120508 6120 spingbolt lock package 
deadlocking bolt or spring latch bolt. with two battery Satin Chrome 
keypad 
Model 6126 Audit Lock $G6123303 6123 lock package with Satin 
The S&G Audit Lock offers a 400-event, time and date Chrome keypad 
stamped audit trail capability to record all lock activity SG6126142 6126 audit lock package with 
along with multiple codes, a 99-minute time delay and keypad 
duress code capability. The 6126 can be operated in single 
control, dual control, or supervisor/user configuration. 
6120 6123 Z02 Z02 6126 6128 6129 
DirectDrive RotaryBolt Audit Lock A-series A-series 
Drive Mechanism motor motor solenoid, solenoid, motor motor motor (push/ 
manual automatic pull) 
User Codes 9 7 7 7 29 16 16 
Dual Control no yes yes yes yes yes yes 
Manager Mode no yes yes yes yes yes yes 
MRC Capability yes yes yes yes yes no no 
Time Delay 1-9 minutes | 1-99 minutes | 1-99 minutes | 1-99 minutes | 1-99 minutes | 1-99 minutes | 1-99 minutes 
Time Delay Override no yes yes yes yes yes yes 
Code 
Penalty Lockout Feature | yes yes yes yes yes yes yes 
Biometric compatible yes yes yes yes no no no 
UL Listed Type 1 yes yes yes yes yes yes yes 
VdS Class 2 rating no no no no yes yes yes 
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S&G ELECTRONIC SAFE LOCKS 


S&G Biometric Keypad 


S&G’s Biometric Keypad brings the security and conve- 
nience of advanced fingerprint lock operation to the 6120, 
6123, and Z02 electronic lock models. Revolutionary sili- 
con-based capacitive technology provides superior secu- 
rity and reliability allowing up to nine different fingerprints 
to be easily enrolled and deleted from the keypads data- 
base. The keypad can also be configured to require both 
a fingerprint and code for operation. An integrated backlit 
LCD simplifies programming and operation. S&G Biometric 
Keypads are available in satin chrome, bright chrome and 
bright brass finishes. 


S&G Biometric Packages and Keypads 


SG6120BIO | 6120 lock package with Satin Chrome Biometric 
Keypad 


$G6120410 | S&G Biometric keypad with Bright Chrome finish 
$G6120411 | S&G Biometric keypad with Satin Chrome finish 
$G6120412 | S&G Biometric keypad with Bright Brass finish 


S&G 6120/6123 Keypads 


- DE) 
$G6120010 | Two battery keypad, Brass finish ’ a) ABC (é) ABC DEF 
$G6120012 | Two battery keypad, Bright Chrome finish 4 (5) (6) \ if (4) (5) (6) 
SG6120014 | Two battery keypad, Matte Black finish | 
SG6120016 | Two battery keypad, Satin Chrome finish \ PRS TUV WXY \ PRS TUV WXY 


$G6120210 | E-Z View keypad, Bright Chrome finish 
$G6120211 | E-Z View keypad, Brass finish 


S&G 6120 Series Parts 


SG6120308 S&G 6120 deadbolt lock body with factory 
MRC . 
SG6120504 S&G 6120 springbolt lock body with factory = 
MRC (ie) Ge) Gout 
SG6123310 S&G 6123 deadbolt lock body with factory eee Ged 
MRC (he) Go) 
$G6123501 S&G 6123 springbolt lock body with factory (7) (8) (9) rs) Br} ( 
MRC \ PRS) Sa 
SG6103130 S&G 6126 audit software package 


$G6120210 


re 20504 <i $G6123310 
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S&G Z02 Series 


a—~ 
S&G latest electronic locks, the Z02 Series, are based \ : 
around an innovative solenoid design that maximizes ef- (Je (2ane) (Boer 


ficiency and reliability for longer battery life and superior 2 \ \ , 
dependability. Z02 Series locks utilize 6123 firmware to | (4cm) (Sax. 6uno io) 
provide multiple user codes, a management reset code, ; sz ; 
available 99-minute time delay and dual control capability. Jers, Sruv wxy] 


(@) 


Z02 D-Drive™ 


The Z02 D-Drive™ lock combines all the features of the 
Model 6123 with direct control over lock bolt retraction and 
extension. Just enter your code and turn the keypad ring to 
open your safe. It's simple, secure, and reliable. 


Z02 Rotarybolt™ 


The Z02 Rotarybolt simplifies opening procedures by elimi- 
nating the need to rotate the keypad. After entering the 
correct code, simply turn the handle of the safe and the in- 
novative Rotarybolt design folds the lock bolt into the lock 
case allowing the safe to be quickly opened. 


Z02 Series Lock Packages 


SGZ02DD | S&G Z02 DirectDrive lock package with Satin 
Chrome keypad 

SG2002Z | S&G Z02 Rotarybolt lock package (right hand) 

SG2002ZL | S&G Z02 Rotarybolt lock package (left hand) 


RIGHT-HAND 202 Ro eo, LEFT-HAND 202 Rotarybolt 


MOUNTED VERTICAL-DOWN MOUNTED VERTICAL-DOWN 
ZO2 Rotarybolt Lock 
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S&G A-Series High Security ATM 
Locking System 


The Comptronic A-Series ATM Access Management 
System from Sargent & Greenleaf increases security and 
management efficiency while reducing operation cost and 
potential liability. In response to shared access of ATMs, 
the A-Series provides greater accountability and control of 
operations while simplifying ATM deployment, replenish- 
ment and service access without compromising security. 
A-Series remarkable security centers around a One-Time- 
Use code system where single use codes are distributed 
through a single dispatch location with the ability to man- 
age individual locks on any number of off-site ATMs. Each 
code is specific to the machine and user and will expire if 
not used within the allotted time window. 


A-Series Model 6128 


The ultimate high security ATM locking system. A-Series 
offers a 400-event, time and date stamped audit trail that 
records all lock activity and can be set to Bank Mode for 
everyday internal operation, and Service Mode for access 
by time dependent, one-time-use codes. 


A-Series Model 6129 

Offers the same features as the 6128 with the addition of a 
bolt drive mechanism designed to push or pull up to 5.6 Ibs 
of attached boltworks. Ideal for vault applications. 


A-Series Lock Packages 


SG61 28240 A-Series lock package with 
keypad and Dallas key 
reader 


SG61 29240 A-Series lock package with 
keypad and Dallas key 
reader (push/pull deadbolt) 
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SG61 28240 
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MECHANICAL LOCKS 


Mechanical Technical Information 


Drop-in Points 
(FOR LOCKS MOUNTED RIGHT HAND) 


LOCK DROP-IN 
DIEBOLD 900 0 
DIEBOLD 177 SERIES 0 
DIEBOLD 180-55 14 
ILCO 673 97 
La GARD 1800 97 
La GARD 1980 97 
La GARD 2200 97 
La GARD 3300 97 
La GARD 7" ROUND DOOR 97 
MEILINK ROUND DOOR 6 
(WITH LaGARD WHEELPACK) 

MOSLER 10 1/2 50 
MOSLER MRQ98 98 
MOSLER B101 70 
MOSLER RB104 97 
MOSLER MR120 98 
MOSLER CD120 98 
MOSLER MR302 92 
MOSLER MR402 92 


LOCK DROP-IN 
SARGENT & GREENLEAF 6400 95 
SARGENT & GREENLEAF 6500 95 
SARGENT & GREENLEAF 6709 95 
SARGENT & GREENLEAF 6727 23 
SARGENT & GREENLEAF 6700 97 
SARGENT & GREENLEAF 6800 97 
SARGENT & GREENLEAF 8400 97 
SARGENT & GREENLEAF 8500 97 
SARGENT & GREENLEAF SCRAMBLER | 99 
SENTRY ROUND DOOR OLD STYLE 16 
SENTRY ROUND DOOR NEW STYLE 91 
STAR ROUND LIFTOUT 7 1/2" & 9 1/4" 41 
STAR C&E RATE 41 
YALE 072 1/2 50 
YALE 073 55 
YALE 2421Y 98 
YALE Y-6 68 
YALE OC5 SERIES 80 
YALE OB STYLE 49 
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DIEBOLD MECHANICAL LOCKS 


Diebold Replacement 


Lockmasters’ offers complete replacement lock packages 
for the Diebold 177. These packages include a Lagard 
Group 2 lock body with a custom %4”x32 threaded drive 
cam for compatibility with original Diebold dials and spin- 
dles. Replacement packages also include a satin chrome 
finish, front reading, key locking dial and ring, 6” spindle 
with %4”x32 thread pitch, a change key and all necessary 
mounting hardware. Replacement lock bodies are available 
separately for use with existing Diebold dials and offer an 
affordable alternative to Diebold 177 service and replace- 
ment. 


DIE1777PKG 


DIE177PKG Lockmasters' Diebold 177 Replacement Package with Front Reading, Key-Locking Dial 
DIE177 Diebold 177 Replacement Lock Body with 1/4"x32 drive cam 


Lockmasters’ Diebold Replacement 
Dials & Rings 


Lockmasters manufacturers replacement Diebold dials with 
4” -32 x 6” steel spindles designed for use with existing 
Diebold combination locks. Available in a front-reading or 
top-reading “Spy Proof” design with or without key locking 
functionality. 


Replacement Dials & Rings 


DIE1777 Replacement Diebold Dial & Ring 1/4"x32 - Front Reading 

DIE1779 Replacement Diebold Dial & Ring 1/4"x32 - Front Reading, Key Locking 

DIE1730 Replacement Diebold Dial & Ring 1/4"x32 - Top Reading, Spy Proof 

DIE1731 Replacement Diebold Dial & Ring 1/4"x32 - Top Reading, Spy Proof, Key Locking 
DIE1780 Replacement Diebold Dial & Ring 1/4"x32 - Top Reading, VisionGard, Key Locking 


Diebold Change Keys 


ls DIE2164CHG 


DIE177CHG Original Diebold 177 Series Change Key 
LAG1307 Replacement Diebold 177 Change Key 
DIE2164CHG Diebold 180-55 Change Key 
Parts 
LAG1732 Lagard Key Locking Cylinder (for Diebold replacement 
dials) 
LAG1736 Dial insert for DIE1731 key locking dial 
LAG1757 Dial insert for DIE1779 key locking dial 
LKM210001 Diebold 1/4"x32 Drive Cam (compatible with Lagard 
Group 2) - EN 
—, 
LAG1732 


800.654.0637 SHOP  www.lockmasters.com 


ILCO MECHANICAL COMBINATION LOCKS 


Ilco 
lico 673 Series 


The Kaba / Ilco 673 series of mechanical safe locks meet or 
exceed UL Group 2 requirements and offer one million possible 
combinations. The three wheel design features double-locking 
wheel packs and allows for simple key change combinations. 


Ilco 673 Lock Packages 


ILC673TLKS llco 673 lock package, front reading dial and ring, 
black finish 

ILC673TLKT Ilco 673 lock package, top reading dial and ring, 
black finish 


Ilco Lock Bodies 


ILC673 Ilco 673 lock body, 3 wheel, Group 2 

ILC673M Ilco 673 lock body with #1 Mosler flush bolt, 5/16-40 
drive cam 

ILC685 Ilco 685 lock body, 3 wheel, Group 2M, manipulation 
resistant 


Ilco Parts and Accessories 


ILC67007 llco extended bolt, 3" overall length 
ILC67121 llco #4 tapped bolt, standard length 


ILC67007 


ILC673TLKS 


= © 40 
a 


ILC685 


Notice: Kaba-llco has recently discontinued 
production of Ilco mechanical combination 


locks and availability will be limited in the near 
future. Contact Lockmasters to fill your Ilco 
combination lock needs before these locks are 
completely gone! 
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LA GARD MECHANICAL LocKsS 
La Gard , 


Mechanical Combination Locks 


Lockmasters offers a complete line of La Gard mechani- 
cal combination locks and parts. La Gard has long been 
recognized as an industry leader and is one of the lead- 
ing producers of high-quality yet affordable mechanical 
safe locks. La Gard mechanical locks come in a variety of 
models to suit every safe locking need from residential and 
commercial to government and banking. 


La Gard Model 1985 


Group 1 UL Rating, VdS Class 2, Manipulation Proof 
3-wheel design, 1 million possible combinations 

Die cast bolt and lever 

Integrated relocker 


La Gard Model 3330 


Group 2 UL Rating 

3-wheel design, 1 million possible combinations 
Die cast bolt and lever 

Integrated relocker 


La Gard Model 3332 La Gard Model 1947 


Group 2M UL Rating, VdS Class 2, Manipulation Resis- Group 1 UL Rating, VdS Class 3, Manipulation Proof 
tant 4-wheel design, 100 million possible combinations 
3-wheel design, 1 million possible combinations Die cast bolt and lever 

Die cast bolt and lever Integrated relocker 

Integrated relocker 
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Complete Lock Packages Locks 
LAG1985ADJ LaGard 1985 Group 1 lock with 1730 Spy- LAG1854RL LaGard 1854/3330 Group 2 lock with bolt 
Proof Dial switch, 1st wheel duress 
LAG3330ADJ LaGard 3330 lock package with satin LAG1854RLA LaGard 1854/3330 Group 2 lock with bolt 
chrome 1777 front reading dial switch, 3rd wheel duress 
LAG3330ADJK LaGard 3330 lock package with satin LAG1947 LaGard 1947 4-wheel, Group 1 lock 
Si ie Ne yale Sno reamed age LAG1985ARL _| LaGard 1985 3-wheel, Group 1 lock 
LAG3330BWPKG LaGard 3330 lock package with black & LAG3330RL LaGard 3330 3-wheel Group 2 lock 
white 1777 front reading dial : 
; LAG33302 LaGard 3330 3-wheel, Group 2 lock with 
LAG3330CUT LaGard 3330 Cut-A-Way mounted combi- relock cover 
nation lock 
LAG3332 LaGard 3332 3-wheel, Group 2M lock 
LAG3332S LaGard 3332 3-wheel, Group 2M lock with 
Parts bolt switch and duress 
LAG1307 LaGard 3 wheel change key (1985, 2200, 3330, 
3332, 3370, 3390) 
LAG1315 LaGard 3 wheel change key (1947) 
LAG1804 LaGard 3-wheel drive cam with bushing 
LAG1805 LaGard spline key 
LAG1806 LaGard drive cam bushing 
LAG1830 LaGard lock mounting screws (long) 
LAG1854WHL | LaGard 3 wheel duress wheel pack (used in 
1854) 
LAG2003 LaGard 3330 Lever with spring 
LAG2015M6 LaGard 1-3/8" lock bolt with 2-M6 tapped holes 
LAG2024 LaGard extended bolt, 2-1/2" total length 
(2200, 3330) LAG3300WHL LAG1947 
LAG3300WHL | LaGard wheel pack (used in 3330) 


LA GARD MECHANICAL Locks 


La Gard Dials and Rings 


Top Reading 
VisionGard Series 


LAG1730 LAG1731 


Front Reading 


GS 
VryayaanyS 


| 


LAG1777 


LAG1777BW 
LAG1779 


LAG1776SET 


LAG2107 
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Dials & Rings* 

LAG1730 LaGard 1730 top reading, Spy-Proof dial & ring 

LAG1730XL LaGard 1730 top reading, Spy-Proof dial & ring 
with 8" spindle 

LAG1731 LaGard 1731 top reading, Spy-Proof, key lock- 
ing dial & ring 

LAG1777 LaGard 1777 front reading dial & ring 

LAG1777BW__| LaGard 1777 front reading dial & ring, B&W 
finish 

LAG1777XL LaGard 1777 front reading dial & ring with 8" 
spindle 

LAG1779 LaGard 1779 front reading, key locking dial & 
ring 

LAG17796 LaGard 1779 front reading, key locking dial & 
ring with 6" spindle 

LAG1763 LaGard 1777 dial only (w/o dial ring) 

LAG1762 LaGard 1779 key locking dial only (w/o dial 
ring) 

LAG1764 LaGard 1777/1779 dial ring (w/o dial) 

LAG1776 LaGard 1776 satin chrome pull handle (use 
1763 dial) 

LAG1776SET | LaGard 1776 satin chrome pull handle and dial 

LAG2107 LaGard 2107 front reading, small diameter 


(2-1/2") dial & ring 


Dial & Ring Parts 


LAG1728 Dial insert / escutcheon for 1730 dial 

LAG1736 Dial insert / escutcheon for 1731 key locking 
dial 

LAG1753 Dial insert / escutcheon for 1777 dial 

LAG1757 Dial insert / escutcheon for 1779 key locking 
dial 

LAG1732 LaGard Fort dial cylinder with double-sided 
keys (random cut) 

LAG1732KA LaGard Fort dial cylinder keyed alike, set of 4 

LAG1771 Key Blank, LaGard Fort dial cylinder 

LAG1783 LaGard Hudson dial cylinder with single-sided 
keys (random cut) 

LAG1784 Key Blank, LaGard Hudson dial cylinder (HO-1) 

LAG1783001 LaGard Hudson dial cylinder, keyed-alike 
(#001) 

LAG1783015 LaGard Hudson dial cylinder, keyed-alike 
(#015) 

LAG1783025 LaGard Hudson dial cylinder, keyed-alike 
(#025) 

LAG1783050 LaGard Hudson dial cylinder, keyed-alike 
(#050) 

LAG1760 Dial shield for LaGard VisionGard Dial 

LAG1770 Replacement dial bushing for LaGard dials 
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2) 


“Note : LaGard dials and rings come standard in satin 
chrome finish with 4” spindle length unless otherwise 
noted 


LAG1728 LAG1736 


| 


®) 

: X 

— 

™, 


LAG1783 ~ 
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LA GARD MECHANICAL Locks 


La Gard 2200 Key-Operated Mechanical Safe Lock 


Features: 


e UL Type 2 Rating 
e 4- wheel design maximizes security 
e Standard Footprint 


e Will replace any standard footprint mechanical or electronic safe lock 


e Key retained when in open position 


e Improves security by eliminating the practice of “day-locking” 


e Reduced opening time 
e No dialing sequence or code required 


2200 Lock Packages 


LAG2200 LaGard 2200 lock 

LAG2200ADJ LaGard 2200 lock package with pair of 3" 
keys 

LAG2200ADJ4 LaGard 2200 lock package with pair of 4" 
keys 

LAG2200ADJ5 LaGard 2200 lock package with pair of 5" 
keys 

LAG2200ADJ6 LaGard 2200 lock package with pair of 6" 


keys 


2200 Parts and Accessories 


LAG2212PR LaGard 2200 random cut keys, 3" length (pair) 

LAG2212KA3 LaGard 2200 random cut keys, 3" length (set 
of 3) 

LAG2212SET LaGard 2200 random cut keys, 3" length (set 
of 6) 

LAG2217PR LaGard 2200 random cut keys, 4" length (pair) 

LAG2217KA3 LaGard 2200 random cut keys, 4" length (set 
of 3) 

LAG2218PR LaGard 2200 random cut keys, 5" length (pair) 

LAG2218KA3 LaGard 2200 random cut keys, 5" length (set 
of 3) 

LAG22421PR LaGard 2200 random cut keys, 6" length (pair) 

LAG2212CUT LaGard 2200 key cut to code, 3" length 

LAG2217CUT LaGard 2200 key cut to code, 4" length 

LAG2218CUT LaGard 2200 key cut to code, 5" length 

LAG22421 LaGard 2200 key cut to code, 6" length 

LAG2280 LaGard 12" handle for 2200 key tlps 

LAG2282 LaGard 2200 random cut key tips (pair) 

LAG2213 LaGard 2200 setup tool 

LAG2226 LaGard 2200 series hole escutcheon/cover 

LAG2200WHL_ | LaGard 2200/2270 wheel pack 
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LAG2218KA3 


To Change Operating Keys 


1. Insert the currently used Operating Key. Turn RIGHT until 
it stops and opens the safe. 

2. With the safe door open, turn the key all the way to the 
LEFT which locks the lock. DO NOT REMOVE THE OPER- 
ATING KEY. 

3. Turn the Operating Key slowly to the RIGHT until the 
Index mark on the Operating Key is lined-up with the mark 
on the Escutcheon Index. The lock bolt should not be 
retracted. 

4. Insert the Change Key into the Change Key hole in the 
back of the lock. 

5. Turn the Change Key to the RIGHT until it stops (approxi- 
mately one-quarter turn). Leave the change key in the lock. 
6. Turn the operating key LEFT and remove. 

7. Using a NEW Operating Key, turn slowly to the RIGHT 
until the Index mark on the Operating Key is lined-up with 
the mark on the Escutcheon Index. Leave the NEW Operat- 
ing Key in this position. 

8. Turn the Change Key to the LEFT and remove it 

9. Turn the NEW Operating Key all the way to the RIGHT 
several times and retract the lock bolt before closing the 
safe door. 

! After closing the safe door turn the new key LEFT and 
remove. 

THE NEW KEY CANNOT BE REMOVED IF THE LOCK IS 
OPEN. 
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LPLOCKS MECHANICAL LOCKS 


LpLOCKS 


Mechanical Locks 


LpLOCKS was launched in 2007 with an emphasis on innova- 
tive designs, top-notch quality and state-of-the-art manufac- 
turing techniques for the security container market. Their line 
of safe lock products meets the needs of the most demanding 
security professionals while remaining user friendly, simple to 
install and extremely affordable. 


LP250MC 


LpLOCKs mechanical safe lock product line features the 
patented ML67-40 3-wheel design. The manipulation resis- 

tant ML67-40 lock body carries a UL Group 2M rating and an 
innovative square spindle design that eliminates the need for 
splining. This design also simplifies installation — three screws 
attach the lock case (no need to remove the back cover) and 
the dial is simply pushed through the spindle hole to complete 
lock installation. LpLOCK mechanical locks are available in four 
distinctive dial & ring finishes. 


Lock Packages 
LP240TB LpLOCKS 6740 Group 2M 3-wheel lock with 
Textured Black Dial 


LP250MC LpLOCKS 6740 Group 2M 3-wheel lock with 
Matte Chrome Dial LP240TB 


LP40RTB LP50BB LP50BC LP50MC 
Dials and Rings Parts & Accessories 
LP40RTB | LpLOCKS Spyproof Dial - Square Spindle, Textured LP2MR LpLOCKS 6740 Group 2M 3-wheel lock body 
Black 
LP50BB_ | LpLOCKS Spyproof Dial - Square Spindle, Bright 
Brass 
LP50BC | LpLOCKS Spyproof Dial - Square Spindle, Bright 
Chrome 
LP50MC _ | LpLOCKS Spyproof Dial - Square Spindle, Matte 
Chrome 
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MOSLER_ MECHANICAL LOCKS 


Mosler manufacturers are not an option due to the Mosler 302 and 
402’s unique %4”-28 dial spindle and flush retracting bolt. As 
a solution to this problem Lockmasters produces modified 


Lockmasters offer new locks, dials and complete lock Mosler replacement lock bodies as well as replacement 
packages to replace original Mosler 302’s and 402’s. dials. Our replacement locks feature a custom %4”-28 drive 
With Mosler’s closing a decade ago, replacement locks cam to accept standard Mosler 302/402 dials and a custom 
and parts for the popular 302 and 402 became extremely modified lever and lock bolt that offers extended travel for 
scarce. Standard mechanical locks produced by current true flush retraction. 


Mosler 302/402 Replacement Lock Packages 
Includes: 
e Replacement Mosler 302/402 3-wheel/4-wheel Group 2 Lock 
e %”-28 Drive Cam 
e Flush Retracting Lock Bolt 
e Key-Locking, Front Reading Dial 
e VisionGard dial shroud 


MOS302PKG 


Lockmasters Replacement Lock Packages 


MOS302PKG_ | Mosler 302 replacement 3-wheel lock with dial 
& ring 

MOS402PKG_ | Mosler 402 replacement 4-wheel lock with dial 
& ring 


Replacement Lock Bodies 


MOS302 Replacement Mosler 302 lock - 3-wheel 
N69877 Replacement Mosler 402 lock - 4-wheel 
Replacement Mosler 302/402 Dials 
& Rings 
Features: 


e %”-28 x 5” spindle 

e Dual Splined @ 40 & 90 (compatible with original Mosler 
302/402) 

e Satin Chrome finish 

e Key-locking available 


LKM1730 


Dials & Rings 
LKM1730 Mosler Replacement Dial & Ring - Top Reading 

LKM1731 Mosler Replacement Dial & Ring - Top Reading, 

Key-Locking 

LKM1777 Mosler Replacement Dial & Ring - Front Reading 


LKM1779 Mosler Replacement Dial & Ring - Front Reading, 
Key-locking 


LKM1779 
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S&G Mechanical Locks 
6700 Series 


The Sargent & Greenleaf 6700 series of mechanical safe locks is the rec- 
ognized standard of the safe and vault industry. These locks are designed 
and constructed to perform in the most demanding applications for years of 
trouble-free service. The rugged brass and aluminum wheel design fea- 
tures a double-locking hub and simply key-changeable combinations. The 
3-wheel 6730 offers an impressive 1,000,000 theoretical combinations while 
the 4-wheel 6731 offers 100,000,000 possible combinations. Both locks 
carry a UL Group 2 classification and are compatible with a wide assort- 
ment of dials and rings available in a variety of attractive finishes. 


S&G 6730 Lock Packages 


SG6730ADJ 


S&G 6730 Lock Package with Front Read- 
ing, Black & White Dial (D003) and Ring 
(R004) 


SG6730ADJS 


S&G 6730 Lock Package with Front Read- 
ing Convertible, Black & White Dial (D300) 
and Ring (R211) 


6700 Series Lock Bodies 


$G6730 


S&G 6730, 3-wheel lock body 


$G6731 


S&G 6731, 4-wheel lock body 


6600 Series 


The Sargent & Greenleaf 6600 series of mechanical safe locks shares the 
same durable design as S&G’s 6700 series but offers the additional secu- 
rity of a UL Group 2M rating. The manipulation resistant 6630 features false 
wheel gates and a roller fence to complicate manipulation efforts. 


S&G 6630 Lock Packages 


SG6630ADJ 


S&G 6630 Group 2M Lock Package with Top 
Reading, Black & White Dial (D225) and Ring 
(R167) 


SG6630 


6600 Series Lock Bodies 


S&G 6630 Group 2M Manipulation Resistant 
Lock Body 


Also Available - S&G Group 1 Locks and Complete 


Packages 

SG8410ADJ S&G 8410 Lock Package with Dial & Ring - 
Group 1, Manipulation Proof 

SG8430ADJ S&G 8430 Lock Package with Dial & Ring - 
Group 1R, Manipulation Proof, Radiological 
(X-Ray) Resistant 

SG8550ADJ S&G 8550 Lock Package with Dial & Ring - 
Group 1, Manipulation Proof 

SG8560ADJ S&G 8560 Lock Package with Dial & Ring - 
Group 1R, Manipulation Proof, Radiological 
(X-Ray) Resistant 
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S&G MECHANICAL LOCKS 
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S&G MECHANICAL LOCKS 


Parts 
SG303BALL S&G Ball Detent, Steel, 3/16" SG6700XB S&G Extended Bolt, Long Length, 3.273" 
SG338LOX S&G Spirolox retaining ring SG6720CHG S&G Change Key, 3-wheel 
SG6640SPR S&G Ball Detent spring SG6720LVR S&G 6700 Series Lever 
SG6700CAM S&G 6600/6700 4-way Drive Cam, 5/16" SG6720LVS S&G 6600/6700 Series Lever Spring 
SG6700FTB S&G 6600/6700 series flush bolt, tapped SG6721CHG S&G Change Key, 4-wheel 

10-32 $G90577513 S&G Wheel Pack, Radiological Resistant 
SG6700MB S&G Extended Bolt, Medium Length, 1.773" (6600/6700/8400/8500) 
SG6700SCR S&G 6600/6700 Series Lever Screw S$G90657503 S&G Wheel Pack, metal 
SG6700SP $&G Spline Key (6600/6700/8500) (6600/6700/8400/8500) 


S&G Group 2/2M Dials & Rings 
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$GD112BW with SGD220BW with SGD220G with SGR167G SGD225BW with 
SGDR162BW SGDR167BW SGDR167BW 

D112 Key-Locking Dial D220 Dial D220 Dial D225 Key-Locking Dial 
R162 Ring R167 Ring R167 Ring R167 Ring 

B&W B&W Gold B&W 


SGD225T with SGD167T SGD300BW with SGD690BW with 
DR211BW 
D225 Key-Locking Dial se : SEDRerIEw 
R167 Ring D300 Dial D690 Key-Locking Dial 
Satin Chrome R211 Ring R211 Ring 
B&W B&W 
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S&G MECHANICAL LOCKS 


S&G Dials 
Part Number | Type Finish Key-Locking | Length | Ring 
D112 SGD112BW Top Reading Black & White | Yes 4-1/2" SGDR162BW 
D220 SGD220BW Top Reading Black & White | Convertible 4-1/2" SGDR167BW 
SGD220BW10 Top Reading Black & White | Convertible 10" SGDR167BW 
SGD220G Top Reading Gold Convertible 4-1/2" SGR167G 
D225 SGD225BW Top Reading Black & White | Yes 4-1/2" SGDR167BW 
SGD225T Top Reading Satin Chrome | Yes 4-1/2" SGD167T 
D300 SGD300BW Front Reading Black & White | Convertible 4-1/2" SGDR211BW 
D690 SGD690BW Front Reading | Black & White | Yes 4-1/2" SGDR211BW 
Ww 


SG7600090 


Dial & Ring Parts & Accessories 


SG7112CYL S&G Pin Tumbler Cylinder for D112 dial / R167 
ring 

$G7216028 $&G Dial Ring Bushing 

$G7312505 S&G 5/16"-40 spindle extension kit 

$G7600090 Key-locking Dial Insert for D225, D690 

SG76000900 Standard Dial Insert for D220, D300 

SG7600285 S&G Key Locking Cylinder for D220/D225/ 
D300/D690 Dials 
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S&G MECHANICAL LOCKS 
S&G Key Operated Safe Locks 


Enjoy the convenience of key operated safe opening with Sargent & Greenleaf’s line of key 
operated safe locks. These locks match the standard footprint of conventional mechanical 
combination locks and allow your safe to be quickly opened by inserting a key through the 
existing spindle hole. Multiple key lengths are available to suit different door thicknesses and 
key setup is a simply procedure. Manufactured in S&G’s Swiss facility, the 6870 “FAS” key- 
op lock offers a true high security, double bitted design. S&G Key Operated Safe Locks meet 
the requirements of UL Standard 437. 


S&G Key Operated Safe Locks 


SG6804 S&G 6804 Key Operated Safe Lock with 4-1/2" 
keys (pair), Key-Retaining 

SG6805 S&G 6805 Key Operated Safe Lock with 4-1/2" 
keys (pair), Non-Key Retaining 


SG6870 S&G 6870 "FAS" High-Security Key Lock with 
Push Button Key Setup (keys sold seperately) 


Key Lock Parts & Accessories 


SG6804BLK S&G 6804/6805 Key Blank, 90MM (3.5") 
SG6804BPR S&G 6804/6805 Random Cut Keys (pair), 4.5" 
SG6804CUT S&G 6804/6805 Key, Cut to Code, 90MM (3.5") 
SG6804DUP S&G 6804/6805 Key Duplication, 90MM (3.5") 
SG6870BLK S&G 6870 Key Blank, 115MM (4.5") 
SG6870CUT S&G 6870 Key, Cut to Code, 115MM (4.5") 
SG6870DUP S&G 6870 Key Duplication, 115MM (4.5") 
SG687045PR S&G 6870 Random Cut Keys (pair), 45mm 


SG6870 


(1-3/4") 
SG687065PR S&G 6870 Random Cut Keys (pair), 65mm 
(2.5") 
SG687090PR S&G 6870 Random Cut Keys (pair), 90mm 
(3.5") 
SG6870115PR | S&G 6870 Random Cut Keys (pair), 115MM 
(4.5") 
SG6870200 S&G 6870 Key Stem for 6870 bits, 7.5" 
SG6870202 S&G 6870 Key Bits, Random Cut (pair) 
SG6870300 S&G 6870 Escutcheon, 2 piece, Chrome 
SG6870TUBE S&G 6870 Guide Tube, 6.5" length 
$G6870370 S&G 6870 Guide Tube, 1M Length 
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CHANGE KEYS 


Diebold 


161 Series, 4 Wheel 


SLC12 (Right Hand), SLC 16 (Left 
Hand) 


Sargent & Greenleaf 


172 Series, 3 Wheel 


SLC13 (Right Hand), SLC 15 (Left 
Hand) 


177 Series, 4 Wheel 


DIE177CHG, LKM3109, K-18 Set, 
SLC17, SLC19 


180 Series, 3 Wheel 


LKM3110, K-18 Set, SLC18, SLC19 


180-55 Rotary, Tri-Bolt 


DIE2164CHG, LKM3108 


181 Series, 3 Wheel 


SLC13 (Right Hand), SLC 15 (Left 
Hand) 


4163 K-18 Set 
6400/6500 Series Vault | SG6500CHG, SLC2 
Lock 

6500 Series, Old Style | SLC21 

6550 Vault Lock SLC21 

6560, 6570 Early Vault | SLC2 

Lock 

6580 SLC8 


Standard 3 Wheel - 
2937, 6600, 6700, 8400, 


SG6720CHG, LKM3101, K-18 Set, 
SLC4 
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182 Series, 3 Wheel SLC13 (Right Hand), SLC 15 (Left 8500 
Hand) Standard 4 Wheel - $G6721CHG, LKM3102 
900 Series, 4 Wheel SLC17, SLC19 6741 
K&M, Round Case,4 | SLC14 6800, 6805 SLC5, SLC21 
Whi, RH 6810, 6815 SLC7 
6850 SLC1 
8077, 8088 Padlock, 3 | SG8077043, K-18 Set, SLC23 
La Gard Wheel 
2050 Vault Lock LKM3107, TMI2068 aaah! Round K-18 Set 
3 Wheel -Group1,2 | LAG1307, K-18 Set, SLC42 Ooh SEe 
& 2M 
3 Wheel - Group 1R K-18 Set Other 
4 Wheel - Group 1, 2 LAG1315, K-18 Set, SLC43 
OM Handle for LKM31XX | LKM3100 
K 
AMSEC/Star Round _| K-18 Set i ; 
Door, La Gard Eagle Series 131, 151 SLC13 (Right Hand), SLC15 (Left 
Hand) 
Eagle Series 161,164, | SLC12 
174 
Mosler llco, 3-Wheel SG6720CHG, LKM3101, K-18 Set, 
104 SLC10 SLC4 
1132 "Do-All" LKM3105 Kaba-Mas Cencon, MAS107061 
120 - CDK120, MRK120 | LKM3103, SLC36 aioe Eat alae 
1830 Vault Lock LKM3106 Precision, 3-Wheel arian LKM3101, K-18 Set, 
a3) une! RIS oat TMI 2050 Vault Lock | LKM3107, TMI2068 
aol ec Yale OC-8, OC-9 SLC30 
B-6, B-607 SLC9 
K-1203, K-1204 SLC35 
KC-11, KSD-12 SLC33 
KCB-1, KCB-101, KCB- | SLC32 
201, KCB-401 
MRK-302, Group1& | LKM3104, LKM1120, SLC46 
1R, 3 Wheel 
MRK-402, Group 1 & LKM3104, SLC35 LKM3100 
1R, 4 Wheel 
S.T.D. Series SLC40 


S&G _ VAULT LOCKS 


Vault Locks eae 
Sargent & Greenleaf 6500 Series sith eaga 


S&G 6500 Series vault locks feature extra heavy duty 
construction for long life and exceptional durability in 

vault applications. Utilizing four 100% brass combination 
wheels offers an impressive and highly secure 100,000,000 
theoretical combinations. The ultra dependable gravity <= 
activated lever allows S&G 6500 vault locks to be easy 
mounted right or left hand. These vault locks are available 
in direct or in-direct drive configurations and can be 
equipped with several different bolt extensions. 


Available UL Ratings: 


6535 Series: UL Listed Group 2 17/32” 
6530 Series: UL Listed Group 2M, Manipulation Resistant 


2 19/64” 


3 1/4” 


31/64” 


ye $G6535003 


- 


~ 


Drive Configurations: 


Standard Direct Drive — dial spindle enters lock case and 

attaches directly to drive cam 

Indirect Drive — dial spindle attaches to a drive gear S&G 6500 Series Vault Locks 
located outside the lock case so that the dial is not directly ee 
in-line with the lock case but instead above, below or to SG6530002 | S&G 6530 Vault Lock, Group 2M, Direct Drive, Roller Bolt 
the side of the lock case. $G6530004 | S&G 6530 Vault Lock, Group 2M, Direct Drive, Upper 
Extension Bolt 


$G6530005 | S&G 6530 Vault Lock, Group 2M, Direct Drive, Center 
Extension Bolt 

$G6530013 | S&G 6530 Vault Lock, Group 2M, Direct Drive, Square 
Bolt 

$G6535002 | S&G 6535 Vault Lock, Group 2, In-Direct Drive, Roller 
Bolt 


center indirect drive top indirect drive 


$G6535003 | S&G 6535 Vault Lock, Group 2, In-Direct Drive, Square 
bottom indirect drive Bolt 


SG6535005 | S&G 6535 Vault Lock, Group 2, In-Direct Drive, Upper 
Extension Bolt 


SG6535006 | S&G 6535 Vault Lock, Group 2, In-Direct Drive, Lower 


S&G 6500 Series Vault Locks can be equipped with one 
of five different bolts. The standard square bolt is used to 
block moving boltwork. The three extension models are 


designed to attach directly to the boltwork or a blocking ExtonsioniBolt 

bar. The roller bolt, seldom used today, opens to provide a SG6535007 | S&G 6535 Vault Lock, Group 2, In-Direct Drive, Center 
path into the lock case into which a boltwork extension can Extension Bolt 

move. 


Poo OO 


center extension upper extension lower extension standard square bolt roller bolt 


Dials, Parts, Tools 


SGD230BW S&G D230 Spy-Proof Dial, Black & White, 3/8”-30 spindle (use R167 dial ring) 

SGDR167BW S&G R167 Spy-Proof Dial Ring, Black & White (use D230 dial) SGD230BW 
SG6500CHG S&G 4-Wheel Vault Lock Change Key (all vault locks produced after 1956) 

$G90685100 S&G 6400/6500 Series Vault Lock Wheel Pack with Bridge Assembly 
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Vault Locks 
TMI Series 2050 Vault Locks 


Series 2050 Vault Locks are designed to retrofit Sargent & 
Greenleaf, Lagard and Diebold vault locks that utilize dead- 
bolt and center extension bolts. 

Features: 

4-Wheel Design, 100,000,000 theoretical combinations 
UL Listed Group 2 & Group 2M Manipulation Resistant 
Available in Direct or In-Direct Drive Configurations 
Deadbolt or Center Extension Bolt Options 

Available with Single or Double Passive Relock 

Integrated False Gating and Advanced Lever Design for 
increased manipulation resistance 


Series 2050 Vault Locks 


TMI VAULTLOCKS 


Series 2050 Change Keys 


2050 2050 Vault Lock, Indirect Drive, Group 2M LKM3107 TMI / Lagard 2050 Vault Lock Change Key 
20502M1 2050 Vault Lock, Indirect Drive, Group 2M, Single TMI2068 TMI / Lagard 2050 Vault Lock Change Key 
Relock 
20502M2 2050 Vault Lock, Indirect Drive, Group 2M, Double 
Relock 


2051RC 2050 Vault Lock, Direct Drive, Group 2M 


20512M1 2050 Vault Lock, Direct Drive, Group 2M, Single 
Relock 


20512M2 _ | 2050 Vault Lock, Direct Drive, Group 2M, Double 
Relock 
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LA GARD REPLACEMENT. imeLocks 


La Gard Replacement Time Locks 


Lagard Replacement Time Locks are available in two different case designs — the 1600 and the 2400. 2400 Series Time 
Locks are designed to house only two movements while the 1600 Series can be equipped with two or three movements. 
Increasing the number of movements increases the reliability of the time lock by giving you redundancy (three movement 
time locks would require all three movements to fail to result in a lock out). 

Lagard Replacement Time Locks utilize 114E and 134W electronic movements rather than conventional mechanical 
movements. The operational features of these movements match those found on standard mechanical movements and 
are U.L. approved and complaint with all industry product standards. These electronic movements have the additional 
benefit of digital liquid crystal display and quartz technology combining simplicity of operation with exceptional readability 
and opening accuracy not obtainable in standard mechanical movements. Servicing these movements is as simple 

as changing the button cell battery every one to two years. While the 114 E movement functions like a conventional 
mechanical movement, the 134W also allows for weekly programming (Monday through Sunday) 


oe | 


r™ 
‘ 

Time Locks Case # of Mvmts Movements 

LAG16002D 1600, 3 movement 2 movements 114E 

LAG16002E 1600, 3 movement 2 movements 134W 

LAG16003D 1600, 3 movement 3 movements 114E 

LAG16003E 1600, 3 movement 3 movements 134W 

LAG24002D 2400, 2 movement 2 movements 114E 

LAG24002E 2400, 2 movement 2 movements 134W 


Lagard Replacement Electronic Movements 


Part # Movement Resettable? | Bottom | Hours Replaces 

LAG2414 | 114E electronic | Yes Round 999 hr LaGard, Lefebure, TMI, 
Ilco, S&G 3mvnt 

LAG2422 | 134W electronic | Yes Round Weekly LaGard, Lefebure, TMI, 
Ilco, S&G 3mvnt 


Winding Key 


LAG1621_ | Lagard Time Lock Winding Key (114E, 134W movements) 


LAG1621 
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Rehlor / Relhdis Time Locks 


Rehlor Time Locks are available in two different case designs — the 


REHLOR  TIMELOCksS 


AS200 Series and the AS300 Series. AS200 Series Time Locks are de- 
signed to house two movements and match the bolt pattern of Lagard 
2400 Series Time Lock cases. Rehlor AS300 Series Time Locks can be 


equipped with two or three movements and will replace most stan- 


dard 3-movement time lock cases including the Lagard 1600 and S&G 
3-movement. Increasing the number of movements increases the reli- 
ability of the time lock by giving you redundancy (three movement time 
locks would require all three movements to fail to result in a lock out). 


Rehlor Time Locks 


Time Locks Case Type # of Movements | Movements Reset? Hours 
AS200 2 movement 2 Relhor AR152-0 | No 144 
AS201 2 movement 2 Relhor AR152-1_ | Yes 144 
AS310 3 movement 3 Relhor AR152-0 | No 144 
AS311 3 movement 3 Relhor AR152-1 | Yes 144 
AS313 3 movement 3 Relhor AR165-2 | Yes, snap-action | 144 


Rehlor Replacement Movements 


Part # Movement Reset? Bottom Hours 
6001520041 Relhor AR152-0 No Square 144 
6001520141 Relhor AR152-1 Yes Square 144 
6001580041 Relhor AR158-0R No Round 144 
6001580141 Relhor AR158-1R Yes Round 144 
6001650241 Relhor AR165-2 Yes, snap-action | Square 144 


Winding Key 


REWK Rehlor / Relhdis Time Lock Winding Key (Same as #4 S&G) 
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TIME LOCKS MOVEMENTS 


Time Lock Movements 


aa 
aa 


ay 


LAG2414 6001520141 


LKM104Y LKM127R 
Movement | Part # Reset Bottom Hours Replaces 
104K LKM104K Yes Round 144 Kumahira 
104L LKM104L No Square 144 Lefebure, S&G, Ilco 
104Y LKM104Y Yes Round 144 Yale, S&G, Le Febure, Lagard, Rench, Rehlor, Sonce- 
boz 

114E Elec- | LAG2422 Yes Round Daily, 999 hrs | LaGard, Lefebure, TMI, Ilco, S&G 3mvnt 
tronic 
117R LKM117R Yes Round 144 104Y, 104L, S&G, Ilco, Relhor 
126R LKM126R Yes Square 168 Mosler 
127R LKM127R Yes Square 144 Diebold 
134W LAG2414 Yes Round Weekly LaGard, Lefebure, TMI, llco, S&G 3mvnt 
Electronic 
AR152-0 6001520041 No Square 144 Relhor 
AR152-1 6001520141 Yes Square 144 Relhor 
AR158-0R_ | 6001580041 No Round 144 Relhor 
AR158-1R_ | 6001580141 Yes Round 144 Relhor 
AR165-2 6001650241 Yes, Snap-action | Square 144 Relhor 
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REPLACEMENT MOVEMENTS 


104Y Replacement Movement, Round Bottom, Reset , 144 hour 

Built from the original design used to manufacture the Yale 120 hour movement, our enhanced version offers: Reset, mag- 
nified lens escapement cover, 144 hour maximum locking hours, 17-4 PH unbreakable mainspring and adjustable indicator 
for precise “zeroing” of the timelock housing. This movement can replace movements made by S&G, LeFebure, La Gard, 
Rench, Relhor, Sonceboz and others. The design platform is based on a twenty-five year standard of manufacture. With 
proper care, this movement can easily render fifty-years of service. 


104K Kumahira Replacement Movement, Round Bottom, Reset, 144 hour 


Our Kumahira Replacement Movement is based on the famous 104Y gear train and built on a twenty-five year manufactur- 
ing platform. This movement is an improvement over the original in both quality and daily performance. 


104L Lefebure Replacement Movement, Square Bottom, Non-Reset, 144 hour 


Lockmasters made several key changes to this once popular movement including increasing locking hours to 144 and 
adding an adjustable indicator for precise zeroing of the timelock case. Our 104L LeFebure Replacement Movement is 
based on the famous 104Y gear train, built on a twenty-five year manufacturing platform and retrofits LeFebure, S&G and 
lIco. 


117R “Economy” Replacement Movement, Round Bottom, Reset, 144 hour 


Utilizing time proven platform gear trains developed for both the 104 and 114M series movements, the 117 is a hybrid, 
Swiss movement of modest cost and reasonable life expectancy. This movement is designed to be easy to retrofit and af- 
fordable to dispose of when its usable life is over. This series carries a two-year replacement warranty. Average life is pre- 
dicted to be 5-7 years of normal use. Features include: reset, jeweled, free-sprung escapement and Adjustable Indicator 
for precise zeroing of the timelock housing. The 117R will replaces the 104Y, 104L, S&G, Ilco, Relhor and most movements 
that use the original Yale screw mounting pattern. Also fits the S&G Mini-Timelock without adjustment. 


126R Mosler Replacement Movement, Square Bottom, Reset, 168 hour 


Built using the 104 series gear train, the 126R movement will replace most Mosler movements in use today. The screw 
mounting pattern is a precise match to Mosler, however, these movements wind counter-clockwise unlike original clock- 
wise winding Mosler movements. Other features of this movement include: Reset, 168 hour possible locking hours, 17-4PH 
unbreakable mainspring and Adjustable Indicator. 


127R Diebold Replacement Movement, Square bottom, Reset, 144 hour 


Built using the 104 series gear train for uncompromised longevity, the model 127R replaces Diebold movements made over 
the last 100 years. Features include: Reset, 17-4 PH Unbreakable mainspring, Left-Hand standard, Adjustable Indicator 
for precise zeroing of the timelock housing and 144 hour maximum locking time. Replaces most 72, 96, 120 and 168 hour 


Diebold movements. 


Journeyman Tool Kit 
All the basic tools for time lock service. 


Time Lock Tools 


LKMJTK | Journeyman Time Lock Tool Kit 
LKMK46 Double Ended Let Down Key 


LKMK46 
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40 WINDING KEYS. tiveLocks 


LAG1621 LKMWK4 LKMWK6 
Winding Keys Winding Key | Size Winding Key | Size 
Winding Keys Application Size Gon 2 oom zs SZ 
LAG1621 Lagard 114E, 134w | #5 eg all a paadall 
LKMWK4 S&G, Yale #4 : —- : afm 
1 2.6mm 7 3.8 mm 
LKMWK6 Mosler #6 
2 2.8mm 8 4.0mm 
REWK Rehlor, S&G #4 5 Rae ; alien 
Time Lock Winding Chart 
Setting |Opening Time - Next Day Setting [Opening Time - 2 Days Setting [Opening Time - 3 Days 
Time 6AM |7AM |8AM |9AM |10AM/11 AM Time 6AM |7AM |8AM |9AM |10AM/|11 AM Time 6AM |7AM |8AM |9AM |10AM/|11 AM 
11AM_ |19 20 21 22 23 24 11AM (|43 44 45 46 47 48 11AM_|67 68 69 70 a i 
12PM_ |18 19 20 21 22 23 12PM /|42 43 44 45 46 47 12PM_|66 67 68 69 70 71 
1PM Ue 18 19 20 21 22 1PM 41 42 43 44 45 46 1PM 65 66 67 68 69 70 
2PM 16 17 18 19 20 21 2PM 40 41 42 43 44 45 2PM 64 65 66 67 68 69 
3PM 15 16 alz 18 19 20 3PM 39 40 41 42 43 44 3PM 63 64 65 66 67 68 
4PM 14 15 16 17 18 19 4PM 38 39 40 41 42 43 4PM 62 63 64 65 66 67 
5PM 13 14 15 16 17 18 5 PM 37 38 39 40 41 42 5 PM 61 62 63 64 65 66 
6PM 12 13 14 15 16 17 6PM 36 37 38 39 40 41 6PM 60 61 62 63 64 65 
7PM 11 12 13 14 15 16 7PM 35 36 37 38 39 40 7PM 59 60 61 62 63 64 
8PM 10 11 12 13 14 15 8PM 34 35 36 37 38 39 8PM 58 59 60 61 62 63 
9PM 9 10 11 12 3 14 9PM 33 34 35 36 37 38 9PM Bye 58 59 60 61 62 
10PM (8 9 10 11 12 13 10PM_ {32 33 34 35 36 37 10PM_|56 57 58 59 60 61 
ui i |v 8 ) 10 11 12 11PM_ [31 32 33 34 35 36 11PM_ {55 56 57 58 59 60 
Setting |Opening Time - 4 Days Setting |Opening Time - 5 Days Setting [Opening Time - 6 Days 
Time 6AM |7AM |8AM |9AM /|10AM/11 AM Time 6AM |7AM |8AM |9AM |10AM/|11 AM Time 6AM |7AM |8AM |9AM |10AM/|11 AM 
11AM_ |91 92 93 94 95 96 11 AM {115 (116 (117 (118 (119 [120 11AM {139 {140 (141 142 (143 |144 
12PM_ |90 91 92 93 94 95 12PM_ /114 115 116 117 118 119 12PM_ /|138 139 140 141 142 143 
1PM 89 90 91 92 93 94 1PM 113 (114 [1151164117118 1PM 137. (138 =|1389 |140 (| 141 142 
2PM 88 89 90 91 92 93 2PM 112) =/113 = |114 (115 = {116/117 2PM 136 (137 {138 (139 |140 /|141 
3PM 87 88 89 90 91 92 3PM 111 2 AS A SS AS 3PM 135 (136/137, /138 =—|189|/140 
4PM 86 87 88 89 90 91 4PM 110/111 112. =/113 = |114 115 4PM 134/135 =|1386 =/137 —|1388—|139 
5 PM 85 86 87 88 89 90 5 PM OOS AO ait 112 = (/113—|114 5 PM 133. (134 = |185 (136 = {187 [138 
6 PM 84 85 86 87 88 89 6 PM 108 (109 = |110 [111 112 (113 6 PM 132. (133/184 (135 |186 [137 
7PM 83 84 85 86 87 88 7PM 107. (108 {109 (110 {111 112 7PM 131 132. (133 [1384 (135 (| 136 
8PM 82 83 84 85 86 87 8PM 106 (107 +|108 (109 {110 /111 8PM 130/131 132/133 {1384 135 
9PM 81 82 83 84 85 86 9PM 105 (106 =|107_ (108 |109 (110 9PM 129 (130 —(|131 132. (133 [134 
10PM_ {80 81 82 83 84 85 10PM |104 (105 |106 (107 (108 {109 10PM |128 (129 |130 (131 132/133 
11PM_ {79 80 81 82 83 84 11PM |103  |104 |105 |106 (107 |108 11PM |127 (128 (129 |130 [131 132 
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Lockmaster EZ Video Scope 


The LKMEZ video scope features a 5.5mm diameter, 36 inch length semi rigid 
flexible probe, and a 2.5 inch color LCD screen display in a single handheld 
unit. The LKMEZ provides a high-resolution 320x240 pixels video image and 
illuminated probe tip for a crystal clear view in all conditions. A 90 degree screw 
on mirror tip and a screw on magnetic tip are supplied with the EZ video scope. 
The EZ video scope is powered by four AA batteries for cordless operation. 
Supplied with a foam lined carrying case and shoulder strap. 


LKMEZ 


Lockmasters V4 Boroscope 


The V4 scope features a 5.5mm diameter, 36” length flexible borescope probe 
and 3.5” color LCD display in a single handheld unit. 


The V4 provides a high-resolution 640 x 480 video image and illuminated probe 
tip for a crystal clear view in all conditions. The unit has a built-in rechargeable 
Li-Polymer battery for cordless operation and allows outputting the display im- 
age to an external monitor or computer. The V4 scope will also capture full mo- 
tion video or still images at the touch of a button and store them to a removable 
SD memory card. Multiple mirror tips available. 


LKM6100 


Lockmasters V4 Articulating Video Scope 


The LKM6200 articulating video scope features a 6.0 mm diameter, 36” length 
semi rigid flexible Borescope probe and 3.5” color LCD display in a single hand- 
held unit. 


LKM6100 


The LKM6200 provides 360 degree manual tip articulation, and 300 degree 
manual rotatable neck. The LKM6200 also provides a high-resolution 640 x 480 
video image and illuminated probe tip for a crystal clear view in all conditions. 
The unit has a built-in rechargeable Li-Polymer battery for cordless operation 
and allows outputting the display image to an external monitor or computer. The 
LKM6200 scope will also capture full motion video or still images at the touch 
of a button and store them to a removable SD memory card. The LKM6200 is 
supplied with a hard side, lockable carrying case. 


LKM6200 


70, 90 and 120 Degree Mirror for LKM6100, 
LKM6200 and LKMEZ Scope 


These mirrors tip screws on to the end of the 
/ \LKM6100, LKM6200 and LKMEZ borescopes offer- 
ing a 70°, 90° or 120° angle view. 


LKM610035 


70° Mirror Tip —— nD 


LKM610045 


90° Miror Tip Rigid Sleeve for V4 & EZ Scope 
LKM610060 112575T 1/4 O.D. 23-1/2” Long Tube 


120° Mirror Tip 
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HAWKEYE™ 


Precision Borescope 

Hawkeye Precision borescopes feature high quality optics 
in a slim 4.2 mm probe diameter at an affordable price. All 
Hawkeye borescopes feature a straight-view probe with 
42 degree field of view and a 90 degree right angle mirror 
sleeve. Each kit includes a Mini-Mag based light source 
for maximum portability. Hawkeye Precision scopes also 
include an adjustable focus eyepiece and hard shell lock- 
ing case. 


Limited Edition Hawkeye™ 


Hawkeye Limited Edition, or LE, scopes feature the same 
great optics found in the Hawkeye Precision line but are 
offered at an even more affordable price. Limited Edition 
borescopes do not include a rotating eyepiece but are still 


fully focusable. Hawkeye Limited Edition borescopes come 


on a rugged cardboard, foam-lined case with Mini-Mag 
light source. 


Hawkeye 
LKM1202C Hawkeye Precision 7" Kit 
LKM1202LE Hawkeye Limited Edition LE 7" kit 
LKM1208C Hawkeye Precision 17” Kit 


LKM1208LE Hawkeye Limited Edition 17" Kit 


GRANDKITAF Hawkeye GRANDKITAF - 7" + 17" Precision 


cell battery sold separately. 


LKMION 


“Hr Portable, High Output LED 
ui Light Source for Borescopes 


Lockmasters’ ION is the industry’s smallest and 
brightest portable light source. The high intensity 3 
Watt LED light source mounts to Hawkeye and oth- | Complete kit with everything you need, except 
er ACMI compliant borescopes. Ultra light weight 
(3.2 oz) and compact (3.5” length). Pure white light tor, color camera, with LKM2025E lens adaptor 
output equivalent to daylight quality lighting. Fully for attaching the scope. 

adjustable light output. Includes rechargeable 
lithium power cell and matching charger in foam 
lined case. Additional rechargeable lithium power 


|Have Mirrors with a 
Scratch Resistant Coating 


GRANDKITAF 


Mini Color Monitor & Camera 
Kit 


the scope. Kit includes miniature 7” color moni- 


LKM2540KIT 


Battery 


LKMIONBAT Rechargeable Lithium Power Cell 


sine 
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Helix Revolver Universal Drill Template 


Lockmasters is proud to introduce the latest innovation in 
safe drilling-The HELIX Revolver. This compact aluminum 
template revolutionizes the way safe technicians drill 
containers by attaching to the existing dial ring screw holes 
and rotating to provide an infinite number of precision 

drill points. We’re all familiar with the practice of code 
cutting keys. Now the HELIX Revolver pioneers the art of 
code drilling safe locks. The included code card provides 
an extensive list of drill point codes for practically every 
modern safe lock. Simply attach the HELIX to the dial ring 
screw holes, rotate the template to the number shown 

on the code chart and drill. Available exclusively from 
Lockmasters and compatible with a wide variety of safe 
drilling rigs, the HELIX Revolver rotary template brings safe 
drilling into the 21st century. 


LKMHELIX 


Magnetic Safe Lock Templates 


Lockmasters magnetic templates sets provide an accurate, 
X-Ray style view of most common mechanical and 
electronic safe locks. Each lock is reproduced to actual 
size to make drilling and troubleshooting these locks quick 
and easy. Each template has the spindle hole pre-drilled 

to allow for simple placement over any existing spindle or 
keypad cable. 


LKM1145KIT1_ | Electronic and Mechanical Safe Lock Templates - 
Complete Kit (23 total) 


LKM1145KIT2_ | Electronic Safe Lock Templates (14 total) Includes: 
Lagard, Kaba-Mas, S&G, LpbLOCKS, GlobaLoks 
and AMSEC 


LKM1145TPM | Mechanical Lock Templates (9 total) 
Includes: S&G, Federal, Yale, Mosler and LpLOCKS 


Magnum Bullet II™ Drill Rig 


Lightweight, Quick And Easy To Set-Up. 

The Magnum Bullet Il is a heavy-duty "companion" drill rig 
with the same powerful drill capacity as the standard 557 
Magnum. Designed with a new barrel and quill assembly 
technology, the Bullet Il is lightweight, quick and easy to set 
up and offers template drilling. The template provided with 
the Bullet II includes drill points for the fence, lever screw, 
relocker and scope for S&G, IIco and La GARD locks. Other 
templates are available for the Kaba Mas X-07, X-08 & 
X-09, Mosler, Star round doors and all modern electronic 
locks. 


MAG55701 Hex Drive Rig with Case 
MAG55701S Shaft Drive Rig with Case 


Item# MAG55701 
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Magnavac Vacuum Base 

The Ultimate In Versatility 

The lightweight MagnaVac base quickly attaches to any 
surface to allow drilling all types of containers regardless of 
construction and penetrate from all six sides with ease. 


e Adjustable slide design gives drill rigs 360° degrees of 
rotation and 4” of extended travel without repositioning the 
base. 


e 100 micron, deep vacuum pump gives the MagnaVac 
over 2000lbs. of holding force 


; LKMVRIG 
e MagnaVac works with practically all safe drilling rigs 


including the Bullet, Magnum, Mini-Rig, BabyBux, Magna- 
Bore and Lever Rigs. 


e Perfect for side and top drilling, gun safes, composite 
containers, vaults and high security work 


LKMVRIG 


Magna Bore 
Lockmasters’ All-In-One Electro 
Magnetic Drill Rig 


The Magna Bore™ has a powerful heavy duty 1200 watt 
motor which runs at 600 RPM. The rig also includes a 
plastic molded carrying case, safety chain, tools and safety 
guard. 


Features: 

e Light weight, only 23 Lbs. with motor : 
¢ Compact 3" wide footprint <= 
¢ Compact 13" height 

e Start a 6" Bit 

¢ Powerful built-in 1200 watt drill motor 
e Drill motor runs at 600 RPM 

e A versatile 5 1/2"+ vertical travel 

e 1/2" drill chuck 

e 1 year warranty on parts and labor 


LKMBORE 


LKMBORE 
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Mr. Twister™ 


Carbide Tipped Drill Bits 

It's The First Of Its Kind With A Spiral Design. 

Note in the photo above, the cross section of the spiral 
shank has nearly as much "meat" as our straight flute bit 
and therefore achieves the desired results in strength and 
heat dissipation. Also notice the cutting edge. By sharp- 
ening the bit in a notched fashion, we end up with more 
cutting surface as compared to common straight-edge 
sharpening techniques. 


MRT3/16X4C 3/16” x 4” 
MRT1/4X4C 1/4” x 4” 
MRT1/4X6C 1/4” x 6” 
MRT1/4X8C 1/4” x 8” 
MRT1/4X10C 1/4” x 10” 
MRT5/1 6X6C 5/16” x 6” 
MRT5/16X8C 5/16” x 8” 
MRT3/8X6C 3/8” x 6” 
MRT1/2X6C 1/2” x 6” 


SA3/16X4C 


StrongArm Drill Bits 


Safe Cracker Drill Bits. 
You asked for it, you got it. Lockmasters is now stocking 
StrongArm drill bits in all sizes and lengths. 


Features: 
e Stronger carbide-titanium tungsten carbide tips 
e Stronger brazing-ultra high temperature copper brazing 
e Stronger shank-high grade, chrome-moly steel shanks 
e Multi-purpose-drill locks, steel, alloys, cast iron, 
concrete, granite, ceramics, glass, plastics, etc. 


SA1/8X3C 1/8” x 3” SA3/8X5C 3/8” x 5” 
SA3/16X4C | 3/16” x 4” SA3/8X8C 3/8” x 8” 
SA3/16X6C | 3/16” x 6” SA3/8X12C | 3/8” x 12” 
SA1/4X4C 1/4” x 4” SA3/8X18C | 3/8” x 18” 
SA1/4X6C 1/4” x 6” SA3/8X24C | 3/8” x 24” 
SA5/16X5C | 5/16” x 5” SA1/2X6C 1/2” x 6” 
SAS5/16X8C | 5/16” x 8” SA1/2X8C 1/2” x 8” 
SA5/16X12C | 5/16” x 12” SA1/2X12C_ | 1/2” x 12” 
SA5/16X18C | 5/16” x 18” SA1/2X18C | 1/2” x 18” 
SA5/16X24C | 5/16” x 24” SA1/2X24C | 1/2” x 24” 
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Mp3™ Carbide Tipped Drill Bits 


Maximum Penetration. Maximum Potency. 

Maximum Persistency. 

Built to last longer, Lockmasters' newest carbide hardplate 
drill bit has proven itself as a leader in the safe and vault 
industry. Students using the MP3 were amazed at the ef- 
fectiveness of this new bit when drilling through GSA red 
label hardplate. 


Features: 
e Tip has special negative rake and can be resharpened 
e Works exceptionally well on carbide matrix hardplate 
e High-tech bonding allows bit to withstand drilling 
temperatures up to 1900° Fahrenheit 
e Lasts longer than most regular carbide-tipped bits 
e Chrome Vanadium steel shank provides extra hardness 
and enormous strength 
e No center punch needed - eliminates "walking" 


LKM1/4X4C 1/4" x 4" 
LKM1/4X6C 1/4" x 6" 
LKM5/16X6C 5/16" x 6" 


Champion Carbide Tipped Drill Bits 


One Of The Best Available For Penetrating Hardplate. 
Specially sharpened for better cutting and longer life, 

the shanks are straight fluted for strength and clean chip 
removal. Able to withstand high temperatures and stress, 
these bits are made for abuse. 


CHA1/4X4C 1/4" x 4" 
CHA1/4X6C 1/4" x 6" 
CHAS/16X4C 5/16" x 4" 
CHAS/1 6X6C 5/16" x 6" 
CHA3/8X6C 3/8" x 6" 
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Brute Bits 


Lockmasters went out looking for a high speed steel bit 
that would outperform expensive exotics like titanium and 
cobalt, but at a fraction of the price. We are now proud to 
offer the result: our new Brute bits. Thanks to an aggres- 
sively ground cutting surface, Brute bits offer a rate of cut 
nearly doubling that of cobalt bits. Brute bits also have a 
proprietary nitride treatment that yields durability which 
easily surpasses titanium, and matches even cobalt when 
drilling in materials like stainless steel. The combination 
of speed and durability give you one exceptional drill bit. 
Brute bits offer the performance those in the locksmithing 
and safe and vault industries demand. 


BRUTESET Complete Set 
BRUTE1/8 1/8” 
BRUTE3/16_ | 3/16” 
BRUTE1/4S__| 1/4” 
BRUTE1/4 1/4” 
BRUTE5/16_ ‘| 5/16” 
BRUTE3/8 3/8” 
BRUTE1/2 1/2” 


Brute Series High Performance 
End Mills 


Brute series high performance end mills are constructed 
from solid micrograin carbide for maximum strength. These 
bits utilize the latest in cutting tool technology with an 
advanced Aluminum Titanium Nitride (ALTiN) treatment that 
forms a diamond-like coating on the bits cutting surface for 
unprecedented resistance to wear and chipping. These end 
mills are designed to machine hard metals including stain- 
less and titanium while maintaining a superb cutting edge 
even after heavy use. The 4-fluted end mill design allows 
plunging like a traditional drill bit as well as side cutting. 
Perfect for entering an electronic lock case without damag- 
ing the internals. 


SS —— 


BRUTE1/8X3EM 1/8” x 3” 
BRUTE3/16X3EM | 3/16” x 3” 
BRUTE1/4X4EM 1/4” x 4” 
BRUTE1/4X6EM 1/4” x 6” 
BRUTE5/16X4EM | 5/16” x 4” 
LKM239M 3/8” x 6” 
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Carbide Safe Drilling Bit Assortment 
(26 pc) 
Includes 26 of our most popular drill bits: Mr. Twister, 


Strong Arm, MP3, and Brute bits. 1/4” and 5/16” diameters. 
Comes in a sturdy plastic case. 


Hard Harder Hardest 


Brute Bits Mr, Twister Mr. Twister StrongArm ‘StrongArm MP3 


Type: Carbide 
Size(s): 5/16" x5" 


Type: Nitride Type: Carbide 


Size(s): 1/4"x 4" 


Type: Carbide 
Size(s): 1/4" x6" 


Type: Carbide 
Size(s): 1/4" x4" 


Type: Carbide 


Size(s): 1/4” oversize Size(s): 1/4"x 4" 
5/16" 1/4" x6 
5/16" x6" 


PIN(s): BRUTE1/4S PIN(s): MRT1/4x4C | P/N(s): MRT1/4x6C | P/N(s):  SA1/4x4C PIN(s):  SA5/16x5C PIN(s): LKM1/4x4C 
ITES/16 _ ; : LK /4x66 
Application: Hardplate, Application: Hardplate, Application: Hardplate Application: Hardplate LKM5/16x6C 
Application: Steel, composites composites 
Titanium Application: Carbide-included 


Keep your bits stocked and ready to drill, 
Call 800-654-0637 to reorder 


LKMCDBA 
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Auto Dialer ITL-2000I1I™ 


The advantages of electronic technology are here. Simply 
set-up the ITL-2000II™ on any standard combination lock 
with the easy-to-follow instructions and watch as the com- 
puter and drive motor go to work for you. Soon, the auto- 
matic dialer will have the lock open, saving time, materials 
and excess labor costs. Imagine setting up on Friday and 
coming in on Monday to find the safe 

ready to open. The ITL-2000II™ can cover one million con- 
ceivable combinations of a standard 3 number combination 
lock in under 30 hours. If one number is known, it can open 
single-function locks in less than an hour. Powerful enough 
to work on Mosler 302s. 


Features: 
e Lighter programming touch on the key pad 
e Designed to work unattended 
e Standard 120v, 60 cycles (available in 240v) 
e 1 year warranty on workmanship and materials 
e Auto shut-off when the combination is found 
e All components fit into a compact case 
e Each wheel can be dialed: 
- to a number 
- to every possible dial position 
- through a predetermined range of numbers 
e Programmed not to dial numbers in the forbidden 
zone 
e Four dialing speeds for loose and unlocked wheels 


ITL2000II 


Spikemaster II 


Designed By Mike Yarberry. 

The new Spikemaster Il is designed to open the most 
popular of today’s electronic locks through the spindle 
hole. The Spikemaster II kit comes with an instructional 
DVD, which explains how to use each tool in the kit. 


The Spikemaster II kit includes: 
e Spikemaster II spike it box. 
e Grabber probes for old style La GARD swingbolt. 
e New La GARD tool for new style dual handed swing- 
bolts. 
e New AMSEC tool for ESL 10 and ESL 20 locks. 
¢ New S&G tool for Pulsetronic and Z-02 rotarybolt. 
e New instructional DVD video. 
° Carrying case 


LKM239 
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ITL-2000 


ITL2000I1 


/ —=-" 
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Pro-Amp™ Audio Amplifier 

Our Top-Of-The-Line Audio Amplifier Offers A Discriminat- 
ing Filter System. You can tune out distracting noises and 
hone in on the signals you are listening for. This unit is 
sensitive enough to "hear" time locks and distinguish the 
difference between fly pick-up and wheel rotation. The Pro- 
Amp has all the features desired by professional safe and 
vault technicians. 


Set Includes: 
e Filtered amplifier 
e Powerful magnetic microphone 
e Professional quality headphones 
e 9-volt battery 
e Sturdy carrying case 


LKM1036AMP 


Lock-Amp® Amplifier 

Designed by Harry C. Miller, this device features stereo 
magnetic microphones with volume control. The hand-size 
amplifier attaches to a safe by a magnetic mounting plate. 
The lightweight stereo headset lets you hear those contact 
points and mechanism operations clearly. 


Set Includes: 
e Amplifier 
e 2 Magnetic Microphones 
e Head-Set 
e Batteries 
° Carrying Case 


LKM1116AMP 


Undercounter Wrench 


Lockmasters has found that the best tool and ideas come 
from the technicians in the field. This tool was introduced 
to us by the inventor of the Ferguson Opener, a man with 
many years of experience servicing bank equipment. This 
specialized wrench is designed to remove the nut which 
holds the key lock on bank teller drawers. The design of 
the drawer and the linkage make it almost impossible 

to put a standard wrench on the nut. But with its two 

90° bends, the Undercounter Wrench will loosen the nut 
and remove the cylinder in minutes with ease. Works on 
Diebold, Mosler and LeFebure equipment. 


LKM3112 


LKM1116AMP 


LKM3112 
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(HAIVIVIER: 
PUNCHES 


JackHammer 1/4” Punch Kit 


Lockmasters’ JackHammer punches were designed from the ground AC 
up to be the ultimate punch set for safe technicians. A variety of 

steel alloys and metal treatments are used to ensure that each in- 
dividual component is perfectly suited for it’s intended application. 
The three included 1/4” diameter pin punches are constructed of 

a fatigue resistant alloy steel with a spring temper that ensures the 
punches will not become permanently bent during extreme use as 
with other hardened punch materials. The included chisel punches 
and center punch are formed from a high grade tool steel with is 
hardened to Rockwell C 64 for extreme impact resistance and then 
double tempered. JackHammer chisel punches also feature a unique 
offset angle tip geometry to promote chipping of carbide included 
and other hardplate materials. Each punch quickly locks into the 
included heavy duty punch handle. Three pin punches (9”, 12” and 
15”), two chisel punches (7” and 9”) and a center punch (7”) are in- 
cluded. The complete kit comes in a rugged tool pouch and includes 
a punch handle holder to prevent injury. 


JackHammer High Security Set 


High security accessory tool set for Lockmasters’ 
JackHammer punch kit. This set includes four different 
tools for use on high security safes and other containers. 
Both 9” and 36” tools are included. The two longer tools 
can be used through the sides of safes to hook relocker 
wires and remove plugs and/or stickers over change key 
holes. The two 9” tools are designed to be used through 
the fronts of safes. All tools have a 1/4” diameter and 
require Lockmasters’ JackHammer punch kit. LKMJACK 


LKMJACK 
JackHammer 1/4” PRO Punch Kit jn gg 
Lockmasters’ JackHammer 1/4” punch kit (p/n LKMJACk) 
with long punches (p/n LKMJACKLONG) and high security 
tool set (p/n LKMJACKHS). = 


LKMJACKPRO 


High Security 


—<—<—<—_<—<—<—_<—_<—<—< 
——_______f 
JackHammer Long Punches 
124", 36") ——> 


24” and 36” pin punches for Lockmasters’ JackHammer 
punch kit. These 1/4” diameter pin punches are construct- 
ed of a fatigue resistant alloy steel with a spring temper 
that ensures the punches will not become permanently 
bent during extreme use as with other hardened punch ma- 
terials. Requires Lockmasters’ JackHammer punch handle. 


LKMJACKLONG 
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GIZMO Emergency Safe Dial Kit 


The GIZMO Emergency Dial is a must have for every safe 
technician. After removing an existing dial, simply attach 
the GIZMO dial ring to the existing dial ring screw holes 
and slide the GIZMO Emergency Dial over the spindle. The 
smaller diameter of the GIZMO allows drilling in the area 
under the dial ring while still having a functioning dial. The 
GIZMO emergency dial also works with broken spindles 
that are recessed inside the spindle hole. The design of 
the dial allows proper splining even with broken spindles 
so burglarized safes can be opened with the existing com- 
bination and without drilling. Supplied with instructions 
and foam-lined case. 


LKMGIZMO 
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Safe Technician Knee Pad 


Your New Best Friend. When was the last time you went 
to open a safe and you did not have to get down on your 
knees, usually on concrete, to do part of the safe opening. 
This foam knee pad has Safe Technician imprinted on it 
and takes the pain out of being on your knees. 


LKM5633 


SS ee 


Old Hickory Ice Pick 


LKM1081 
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Dial Puller 


Removes Dials Quickly With Straight Line Reverse 

Thrust Produced By A Sliding Weight. Just center the cup 
over the dial, secure the allen screws and with just a few 
strokes the weight removes the dial. The Dial Puller works 
on any pressed-on or glued-on dials with minimum effort 
and damage. Also includes a steel dowel pin insert specifi- 
cally created to press off standard La GARD dials. 


LKM1095 


Carbinex 

Lockmasters’ exclusive Carbinex Safe Repair Putty is the 
perfect solution to performing safe repairs in the field. Re- 
inforced with carbide and steel, Carbinex is engineered to 
harden within minutes and form a permanent repair that is 
highly abrasive to drill bits. Placing ball bearings in drilled 
holes along with Carbinex forms an almost impenetrable 
hole repair that will dull or chip most drill bits. Carbinex’s 
unique carbide-embedded compound is two and a half 
times stronger than comparable cold weld repairs such as 
Magic Metal and JB Metal. Each stick of Carbinex contains 
enough cardide compound to repair dozens of safes and 
has a shelf life of over three years. 


LKM1167 


Carbinex 


Safe Repair Putty 


LKM1256 


Retrofit Mounting Plate 

Ensures Proper Lock Mounting Position. 

When retrofitting current mechanical locks or new electron- 
ic safe locks to old safes, weld the Retrofit Mounting Plate 
into place for proper lock mounting position. The plate is 
predrilled and tapped to the standard mounting pattern 

for most S&G, La GARD, Ilco, Mosler 302s, etc. Mild steel 
allows you to drill and tap additional holes in the field if 
necessary. 


LKM1256 
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Safe Saver®Pins 


This Repair Pin Complies With GSA Repair Regulations. 
This Safe Saver Pin was developed to bring a container 
back to its original security level or higher. The pin is 
tapered at the end at such an angle that it will properly fit 
into the hardplate without extending beyond and interfer- 
ing with the mounting of the lock. Even the smallest of hole 
saws will not allow the removal of the carbide. The ring 
grooves along the length of the pin are for easy depth mea- 
surement so that the pin can be cut to the proper length 
prior to being seated into the hardplate. This leaves room 
for a weld on the outer surface and/or cosmetic work. 

This Safe Saver Pin is recommended for use on any UL 
rated safe. Installed properly, it will, without question, take 
the repaired hole to a higher drill resistant level than the 
original hardplate. 


SSP2250 Gold 1/4” 
SSP2312 Gold 5/16" 
SSP2375 Gold 3/8” 


SlikSticks Safe Moving System 


The slickest and safest safe moving system available. Al- 
lows one person to easily move a safe over all surfaces 
including carpet, wood, marble, lynoleum and over thresh- 
olds. Works on all safes. Eliminates the need for a cumber- 
some dolley or pallet jack. No need to lay down plywood or 
other material. Includes 8 - 42” SlikSticks, 1 - 24” SlikStick, 
1 - frame spreader set, and 4 - threshold saver blocks. 
Comes in a heavy duty canvas carrying bag. Optional Slik 
Sled (part number SLIKSLED) recommended for rough bot- 
tom safes 


SLIKSTICKS 
SLIKSLED 
SLIKSTICKS2 


Sliksticks & Sliksled 


The Ultimate Safe Repair Kit 


The Ultimate Safe Repair Kit includes everything you need 
to quickly and permanently repair a drilled safe in the 

field without welding. The kit includes an assortment of 

18 different solid steel taper pins to repair holes ranging 
from 1/8” up to 3/8” in diameter. Also included are 45 
hardened chrome vanadium steel ball bearings in 1/8”, 
1/4”, 5/16” and 3/8” diameters. The Ultimate Safe Repair 
Kit comes with a stick of Lockmasters’ exclusive Carbinex 
Safe Repair Putty which is carbide and steel reinforced 
and hardens in minutes for a permanent repair. Used in 
conjunction with the included ball bearings, Carbinex forms 
an almost impenetrable hole repair that will dull or chip 
most drill bits. 


LKMRK1 
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SAFE TOOLS 


LKM1120 


Change Key Set 
The 12 Most Common Change Keys - A Must For Every 
Tool Box. Each key is individually labeled for easy identi- 
fication and all are made of stainless steel for durability to 
prevent rusting. Fits Diebold 3-wheel & 4-wheel, La GARD 
3-wheel & 4-wheel, Group 1R, AMSEC, Mosler 3- wheel & 
4-wheel, S&G 3-wheel and 3-wheel padlock. Replacement 
Keys Available. 


LKM120 
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SAFE HANDLES 


Safe Handles 


Ilco La Gard Major 
LKMH0011226D LKMH015826D LAG2364 LAG2365 LKMH00226D MAJ165414 
Ilco Replacement, _Ilco Replacement, Lagard, Satin Lagard, Satin Lagard Replace- Major, Fit’s ER 
Satin Chrome, Satin Chrome, Chrome, 3/8” x 4” Chrome, Fits ment, %” x 2-1/2” & F Doors, 3” 
Fits %” Arbor (not _ Fits 5/8” Arbor Arbor (included) 3/8” Arbor (not Arbor (included) length 
included) (not included) included) 

LP Locks S&G Star 


LPHA1TB LPHA2MC LPHA3BC LPHA4BB LKMH00326D STRCO011009 
LpLOCK, Tex- LpLOCK, Matte LpLOCK, Bright LpLOCK, Bright S&G Replace- Star, Fit’s TL- 
tured Black, 8mm Chrome, 8mm Chrome, 8mm Brass, 8mm ment, %” Arbor 15/TL-30, %” x 
Square Shaft, 5” Square Shaft,5” © Square Shaft, 5” Square Shaft, 5” (included) 4-1/2” Arbor 
length length length length 


800.654.0637 SHOP  www.lockmasters.com 


SAFE DEPOSIT 


Safe Deposit KUMAHIRA KDC73 Key Blank SY11/SY12 
Technical Information Spacing or _| Depth Spacing Width of Cut 
Depth & Space Information for Popular Renter Keys Depth No 
#0 NO CUT .065 
DIEBOLD 17505 Key Blank 1028 1 312 140 065 
Spacing or Depth Spacing Width of Cut #2 .289 .200 .065 
Depth No #3 .266 .260 -065 
#0 NO CUT 064 #4 248 320 .065 
#2 33 155 -064 #6 197 440 .065 
#3 .302 .219 .064 #7 500 065 
i en eee ne? The distance from the tip of the key blank to the first space is 
#5 .240 .347 .064 097. 
#6 209 Att 064 KUMAHIRA KD76 Key Blank SY10 
af aes 78 O08 Spacing or Depth Spacing Width of Cut 
Depth No 
ILCO A400 SERIES Key Blank 1063E 4g NO OUT 079 
Spacing or Depth Spacing Width of Cut 1 398 850 079 
th N 
= 2 300 051 #2 .364 .770 .079 
; one We ae #3 .329 .690 .079 
5 ZAG 7 ORI #4 .294 610 .079 
3 BG 5a ai #5 .260 .530 .079 
4 240 332 (051 = ila sui 
- ; : #7 .370 .079 
Is) .220 .383 .051 
. ~ — ~~ LeFEBURE 7300 SERIES Key Blank LB6 
: ; Spacing or Depth Spacing Width of Cut 
Depth No 
ILCO P57 Key Blank 1823S B 
Spacing or Depth Spacing Width of Cut 1 288 115 075 
Depth No : : 
#0 375 088 #2 .258 -190 .075 
#1 335 125 088 We 228 zu) wi 
#2 290 211 088 aS a1 200 Ou8 
#3 245 297 088 ss ules ae me 
#4 200 383 088 * alae aes a7 
#5 155 469 088 ull EEE Oi 
i a ee LeFEBURE 7700 SERIES Key Blank LB6 
.641 RE eee eS eo 
ud e O88 Spacing or Depth Spacing Width of Cut 
#8 731 088 Depth No 
#0 NO CUT -080 
#1 318 119 .080 
#2 .288 .200 .080 
#3 .258 .281 .080 
#4 .228 .361 .080 
#5 .198 442 .080 
#6 -168 522 .080 
#7 -138 .603 .080 


800.654.0637 SHOP  www.lockmasters.com 


SAFE DEPOSIT 


S&G 4400 SERIES Key Blank 1063E/1063B MILES Key Blank 41333 


Spacing or Depth Spacing Width of Cut Spacing or Depth Spacing Width of Cut 
Depth No Depth No 
#0 320 .055 #0 NO CUT see below -050 
#1 -300 -142 -055 #1 -396 see below .050 
#2 -280 194 -055 #2 -378 see below .050 
#3 -260 -246 -055 #3 .360 see below .050 
#4 .240 -298 -055 #4 -342 see below .050 
#5 -220 -350 -055 #5 .324 see below .050 
#6 -200 402 -055 #6 .306 see below .050 
#7 -180 -055 #7 -288 see below .050 
#8 -270 see below .050 
S&G 4500 SERIES Key Blank 1063E #9 252 050 
Ln Ca neece: (4 234 050 
Depth No #11 -216 -050 
#0 314 .052 #12 -198 -050 
#1 .298 -167 -052 #13 -180 -050 
#2 .278 .222 -052 #14 -162 -050 
#3 -258 271 .052 The distance from the tip of the key blank to the center 
#4 238 319 052 ofthe first cut is .173. After that from center to center on 
each cut is .050. 
#5 218 -367 -052 
= << = MOSLER 5700 Key Blank 1323S 
Spacing or Depth Spacing Width of Cut 
Depth No 
#0 375 .088 
#1 .340 129 .088 
#2 -293 216 -.088 
#3 -246 -302 .088 
#4 199 389 .088 
#5 152 -476 -088 
#6 562 .088 
#7 .649 .088 


YALE 200 & 300 SERIES Key Blank 885BL 


Spacing or Depth Spacing Width of Cut 
Depth No 

#0 -350 051 

#1 Fo25 -100 .051 

#2 .300 151 051 

#3 PE: .202 .051 

#4 .250 .253 .051 

#5 225 .304 .051 

#6 355 051 

#7 .406 .051 
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BULLSEYE sare oerosm PTF 
Bullseye oc Bullseye 


B400 Series SD. LOCKS LLC 
B400 Parts 
Direct replacement safe deposit locks for S&G 4440 series, : 
lico A40 series, Precision P40, Lloyd Matheson M40 and ERNIESONEM stains een PSE eee Guard 
: . : atchwork Kit 
Greyfield locks. Locks are supplied with a part of renter 


~ 


keys and one guard key per order. a — a 


aS So 

el 
= 

AAMAS TMH 


ht Hand 


. 


Left Hand 


B400 Series 


LKM4231RL | S&G 4231 Replacement, SY3 Guard, Right Hand 
LKM4231LL | S&G 4231 Replacement, SY3 Guard, Left Hand 
LKM4440RL | S&G 4440 Replacement, #4 Guard, Right Hand LKMB400GMK 
LKM4440LL | S&G 4440 Replacement, #4 Guard, Left Hand 
LKM4442RL | S&G 4442 Replacement, #4 Guard, Right Hand 
LKM4442LL | S&G 4442 Replacement, #4 Guard, Left Hand 
LKM4443RL | S&G 4443 Replacement, #4 Guard, Right Hand 
LKM4443LL | S&G 4443 Replacement, #4 Guard, Left Hand 


LKM4444RL | S&G 4444 Replacement, #51 Guard, Right Hand, 
Extended/Tapped Bolt 


Rig 


aa==_ == Ld 
-090” -2.29mm_ .070”-1.78mm_  .070”- 1.78 mm_ .080” - 2.03 mm 


318” - 8.08 mm _ .320”- 8.13 mm_—_.320” - 8.52 mm_.280” - 7.11 mm 
DOML68 DOM663SG DOMSG3 DOMSG4 


B400 Series Key Blanks 


DOMSG3 Key Blank - S&G 4443 Renter, 1063B 
DOMSG4 Key Blank - S&G 4440 Guard 4440 Series, SG4 
DOM663SG_| Key Blank - S&G 4440/4500 Renter, 1063E 


DOML68 Key Blank - S&G 4440/4500 Renter, Grooved, 
1068E 
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BULLSEYE sare Deposit 


B175 Series 


Direct replacement safe deposit locks for Diebold 17505 
and 17570. Bullseye 17505 replacements come without 
guard levers and can be keyed up to your existing guard 
setup using the levers from your old lock. Guard lever 
matchwork kits are also available for this purpose. Bulls- 
eye 17570 replacements feature a changeable guard and 


fixed renter. Locks are supplied with a part of renter keys. 


B175 Series 
LKM17505RL Diebold 17505 Replacement, Right Hand 
LKM17505LL Diebold 17505 Replacement, Left Hand 
LKM17570RL Diebold 17570 Replacement, Fixed Renter, 
Changeable Guard, Right Hand 
LKM17570LL Diebold 17570 Replacement, Fixed Renter, 


Changeable Guard, Left Hand 


B175 Series Key Blanks 
DOM28P Key Blank - Diebold 17505 Guard, 1028P 


DOM643K Key Blank - Diebold 17505 Renter, 1028 


a] —=_ 
.060” - 1.53 mm -055” - 1.40 mm 
.304” - 7.72 mm .375” - 9.53 mm 

DOM28P DOM643K 

Guard Renter 
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Left Hand 


Right Hand 


LKM17570 


Right Hand 
B175 Parts 
LKM175GMK Bullseye B175 / Diebold 17505 Guard Lever 


Matchwork Kit 


GUARD GUARD GUARD GUARD. SPACER 


3 4 060 


TUMBLE TUMBLE TUMBLE TUMBLE 
(LEVER) (LEVER) (LEVER) (LEVER) 


s Tne aH <n my. a = ae 


a 
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KEYS DEPTH 


a ma 


LKM175GMK 


DIEBOLD SAFE DEPOSIT 


Diebold 
17505 Series 
Note: Locks are supplied with a pair of random cut renter 


keys and NO guard levers. Guard lever matchwork kits are 
available 


\AEBOLD 


INNOVATION DELIVERED® 


3/16” a 5/32” —1-3/8"_>| | 7732” Nh 
2 -13/16" tas ht - 21/647 2h Geel 
< 3-1/4" 
38" 25/32” 
ae, 5/16” 
5/16” 
17/32” 
17505 oe. 17506 27/32" 27/32"-4 
| 13/16” | | 11/16"| 


17505 Series 17505 Series Parts 


DIE17505RL Diebold 17505, Right Hand LKM175GMK_| Diebold 17505/17506 Guard Lever Matchwork 
DIE17505LL Diebold 17505, Left Hand Kit 
DIE17506LL Diebold 17506, Left Hand DIE175LVRG2_ | Diebold 17505 Guard Lever, #2 


17505 Series Key Blanks 


DOM28P 


Key Blank - Diebold 17505/17570 Guard, 1028P 


DIE175LVRG3 


Diebold 17505 Guard Lever, #3 


DIE175LVRG4 


Diebold 17505 Guard Lever, #4 


DIE175LVRR1 


Diebold 17505 Renter Lever, #1 


DOM643K 


Key Blank - Diebold 17505/17506/17570 Renter, 


1028 


DIE175LVRR2 


Diebold 17505 Renter Lever, #2 


DIE175LVRR3 


Diebold 17505 Renter Lever, #3 


Vy 


DIE175LVRR4 


Diebold 17505 Renter Lever, #4 


DIE175LVRR5 


Diebold 17505 Renter Lever, #5 


DIE175LVRR6 


Diebold 17505 Renter Lever, #6 


DIE175LVRR7 


Diebold 17505 Renter Lever, #7 


DIE175SP030 


Diebold 17505 Guard Spacer, .030" thickness 


DIE175SP060 


Diebold 17505 Guard Spacer, .060" thickness 


DIE17505RP Diebold 17505/17506 Renter Plug 
DIE17505GP Diebold 17505 Guard Plug 
DIE17505LC Diebold 17505 Cover, Left Hand 
DIE17505RC Diebold 17505 Cover, Right Hand 
060” -1.53 mm .055”- 1.40 mm DIE17506LC Diebold 17506 Cover, Left Hand 
bowie st owe DIE17506RC | Diebold 17506 Cover, Right Hand 
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DIEBOLD sAFEDEPOSIT 
17570 Series 


Diebold double changeable safe deposit locks. These locks 
are supplied in the neutral position WITHOUT renter keys. 
Random cut pairs of renter keys may be purchased sepa- 


rately. 


17570 Series 
DIE17570RL_ | Diebold 17570, Double Changeable, Right Hand 
DIE17570LL Diebold 17570, Double Changeable, Left Hand 


> =< 


DIE17570RL 


17570 Series Keys SEM 
DIE17570RK Renter Keys (Pair) - Diebold 17570 Os “a 
DOM28P Key Blank - Diebold 17505/17570 Guard, Sc 
1028P > ae 
DOM643K Key Blank - Diebold 17505/17506/17570 2s hee 
Renter, 1028 Os eh : a 
3 SL 
DIE17570RK 
[| [| 
375” - 9.53 mm -060” - 1.52 mm 
-055” - 1.39 mm 304” - 7.62 mm 
DOM643K DOM28P 
Renter Guard 


17570 Series Change Tools 


DIE17570CHG | Diebold 17570 Change Tool with Torque 
Sensitive Clutch 


LKM3111 Change Tool - Diebold 17570, LeFebure 7700, 


S&G 4100/4500, Ilco 5400, Guardian 6832 ‘ 
DIE17570CHG ~ 


Diebold 17570 Changing Instructions 

Guard Setup: With bolt retracted, loosen guard side socket head screw thru back of lock case 3-1/2 turns. Insert new 
guard key and rotate fully. With guard key rotated, tighten socket head screw to required torque (DIE17570CHG Change 
Tool HIGHLY recommended!) 

Renter Setup: With bolt retracted, loosen renter side socket head screw thru back of lock case 3-1/2 turns. Use tip of key 
or flat blade screwdriver to rotate renter plug 180° until facing guard plug (rotate clockwise on right hand lock, counter- 
clockwise on left hand lock). Insert new renter key and rotate as if trying to extend bolt. When renter key stops, use change 
tool to tighten socket head screw to required torque (DIE17570CHG Change Tool HIGHLY recommended!). Continue rotat- 


ing renter key to extend bolt. 
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Guardian 


6832 Series 


Guardian 6832 Series safe deposit locks match the foot- 
print of S&G’s popular 4440 and feature a double change- 
able design to allow quickly setting up new renter and 


guard keys. Guardian 6832’s are available in either brass or 


nickel finish and are supplied with a pair of renter keys and 
one guard key per order. 


6832 Series 
LKM6832BRL 


Guardian 6832 Double Changeable, Brass, 
Right Hand 


LKM6832BLL Guardian 6832 Double Changeable, Brass, 
Left Hand 

LKM6832NRL Guardian 6832 Double Changeable, Nickel, 
Right Hand 

LKM6832NLL Guardian 6832 Double Changeable, Nickel, 


Left Hand 


6832 Series Keys 


LKM6832RK 


Renter Keys (Pair) - Guardian 6832 


LKM6832BLK 


Key Blank - Guardian 6832 Renter/Guard 


Guardian 6832 Series Change Tools 


DIE17570CHG 


Guardian 6832, Diebold 17570 Change Tool 
with Torque Sensitive Clutch 


LKM3111 


Change Tool - Guardian 6832, Diebold 
17570, LeFebure 7700, S&G 4100/4500, 
Ilco 5400 


Guardian 6832 Changing Instructions 


GUARDIAN sérFe oerosit FYe) 


LKM6832BRL 


LKM6832RK 


~~ 


DIE17570CHG 


Au 


LKM6832NLL 


Guard Setup: With bolt retracted, loosen guard side socket head screw thru back of lock case 3-1/2 turns. Insert new 
guard key and rotate fully. With guard key rotated, tighten socket head screw to required torque (DIE17570CHG Change 
Tool HIGHLY recommended!) 
Renter Setup: With bolt retracted, loosen renter side socket head screw thru back of lock case 3-1/2 turns. Use tip of key 
or flat blade screwdriver to rotate renter plug 180° until facing guard plug (rotate clockwise on right hand lock, counter- 
clockwise on left hand lock). Insert new renter key and rotate as if trying to extend bolt. When renter key stops, use change 
tool to tighten socket head screw to required torque (DIE17570CHG Change Tool HIGHLY recommended!). Continue rotat- 
ing renter key to extend bolt. 
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60 HERRING-HALL MARVIN s4rE peposit 


Herring-Hall Marvin 


HHM #12 Series 


Lockmasters offers reconditioned Herring-Hall Marvin 
Model #12 and #14 safe deposit locks with round body 


design. These locks come with two renter keys. 


Model 12 / 14 


HHMRBNLN HHM #14, Big Nose, Little Nose 
(Also Replaces HHM #1 2) 


Conversion Charts 


Decimal-Milimeters (mm) Fractional - Decimal Inch 
Equivalents Equivalents 

Inches mm Inches mm Inches mm Inches mm Fractional Decimal Fractional Decimal 
0.0394 /1 1.5354 |39 SHOR | 7/7 4.5276 |115 1/64 .0156 33/64 -5156 
0.0787 |2 1.5748 |40 3.0709 |78 4.5669 |116 1/32 .0312 17/32 5312 
0.1181 3 1.6142 |41 3.1102 |79 4.6063 /|117 3/64 .0469 35/64 -5469 
0.1575 |4 1.6535 |42 3.1496 /80 4.6457 |118 1/16 .0625 9/16 -5625 
0.1969 (5 1.6929 |43 3.1890 /81 4.6850 /|119 5/64 .0781 37/64 -5781 
0.2362 (6 1.7323 | 44 3.2283 /82 4.7244 |120 3/32 .0938 19/32 -5938 
0.2756 |7 1.7717 |45 3.2677 |83 4.7638 |121 7/64 -1094 39/64 .6094 
0.3150 (8 1.8110 |46 3.3071 84 4.8031 122 1/8 -1250 5/8 .6250 
0.3543 9 1.8504 |47 3.3465 /85 4.8425 |123 9/64 -1406 41/64 .6406 
0.3937 /10 1.8898 |48 3.3858 /86 4.8819 |124 5/32 -1562 21/32 .6562 
0.4331 Wi 1.9291 49 3.4252 87 4.9213 125 11/64 .1719 43/64 .6719 
0.4724 /12 1.9685 |50 3.4646 /88 4.9606 |126 3/16 -1875 11/16 .6875 
0.5118 /13 2.0079 |51 3.5039 /89 5.0000 |127 13/64 .2031 45/64 -7031 
0.5512 (14 2.0472 |52 3.5433 /90 5.0394 |128 7/32 -2188 23/32 -7188 
0.5906 (15 2.0866 |53 3.5827 |91 5.0787 |129 15/64 .2344 47/64 -1344 
0.6299 (|16 2.1260 |54 3.6220 (92 5.1181 130 1/4 -2500 3/4 -7500 
0.6693 (17 2.1654 |55 3.6614 /93 5.1575 =|131 17/64 -2656 49/64 -/656 
0.7087 /|18 2.2047 |56 3.7008 /94 5.1969 |132 9/32 .2812 25/32 -7812 
0.7480 /|19 2.2441 57 3.7402 /95 5.2362 |133 19/64 .2969 51/64 .1969 
0.7874 |20 2.2835 |58 3.7795 |96 5.2756 |134 5/16 -3125 13/16 -8125 
0.8268 (/21 2.3228 |59 3.8189 (97 5.3150 (135 21/64 -3281 53/64 -8281 
0.8661 22 2.3622 |60 3.8583 (98 5.3543 |136 11/32 -3438 27/32 8438 
0.9055 (|23 2.4016 |61 3.8976 (99 5.3937 |137 23/64 -3594 55/64 -8594 
0.9449 |24 2.4409 |62 3.9370 |100 5.4331 138 3/8 .3750 7/8 .8750 
0.9843 /25 2.4803 |63 3.9764 /101 5.4724 |139 25/64 -3906 57/64 -8906 
1.0236 |26 2.5197 |64 4.0157 /|102 5.5118 |140 13/32 -4062 29/32 -9062 
1.0630 |27 2.5591 65 4.0551 103 5.5512 |141 27/64 4219 59/64 -9219 
1.1024 |28 2.5984 |66 4.0945 /|104 5.5906 |142 7/16 -4375 59/64 -9219 
1.1417 |29 2.6378 |67 4.1339 /|105 5.6299 |143 29/64 -4531 15/16 .9375 
1.1811 30 2.6772 |68 4.1732 |106 5.6693 |144 15/32 -4688 61/64 -9531 
je2205 enon 2.7165 |69 4.2126 |107 5.7087 |145 31/64 -4844 31/32 -_9688 
1.2598 |32 2.7559 |70 4.2520 /|108 5.7480 |146 1/2 -5000 63/64 -9844 
1.2992 |33 2.7953 |71 4.2913 |109 5.7874 |147 1 1.0000 
1.3386 |34 2.8346 |72 4.3307 /|110 5.8263 |148 
1.3780 |35 2.8740 |73 4.3701 111 5.8661 149 
1.4173 (36 2.9134 |74 4.4094 /112 5.9055 |150 
1.4567 37 2.9528 ®& 4.4488 alto) 
1.4961 38 2.9921 76 4.4882 |114 
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ILCO SAFE DEPOSIT 61 


ILCA40RL ILC5477 ILCP57 


Kaba-llco has discontinued production of all safe deposit locks including the A40 Series, 5400 Changeable Series and 
the P57. To better serve our customers Lockmasters acquired several years of inventory of these locks before production 
ceased. Below is a listing of all available Ilco safe deposit locks and parts from Lockmasters along with any replacement 
locks that may be substituted once our remaining inventory is exhausted. 


Ilco A400 Series, | Description Available 

5400 Series, P57 Replacemenit(s) 
ILCA40LL llco A400, #4 Guard, Left Hand SG4440LL, LKM4440LL 
ILCA40RL Ilco A400, #4 Guard, Right Hand SG4440RL, LKM4440RL 
ILCA44RL llco A444, Extended Bolt, Right Hand SG4444RL, LKM4444RL 
ILC5400 Ilco 5400 Double Changeable, 1/2" Nose SG4540 

ILC5477 llco 5477 Double Changeable, 3/8" Nose, Lefebure Setup N/A 

ILC5500 Ilco 5500 Double Changeable, 3/8" Nose SG4544 

ILCP57 llco P57, Mosler 5700 Replacement, Brass LKM5700 

ILCP57A Ilco P57, Mosler 5700 Replacement, Nickel MOS3175A 


A400 Series, 5400 Series, P57 Parts Ilco Keys, Blanks 
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ILCA40LVRO Ilco A400 Series Lever, #0 DOMSG4. Key Blank - Ilco A40 Series, Guard, SG4 
ILCA40LVR1 Ilco A400 Series Lever, #1 DOM663SG Key Blank - Ilco A40 Series, Renter, 1063E 
ILCA40LVR2 Ilco A400 Series Lever, #2 LKM423S Key Blank - Ilco P57 Renter, 1335S 
ILCA40LVR3 Ilco A400 Series Lever, #3 LKM1423KB Key Blank - Ilco P57 Guard, 1526 
ILCA40LVR4 Ilco A400 Series Lever, #4 DOM1333 Key Blank - Ilco 5400 Series, Renter, 1333 
ILCA40LVR5 IIco A400 Series Lever, #5 ILC5400GKB Key Blank - Ilco 5400 Series, Guard, 1388 
ILCA40LVR6 llco A400 Series Lever, #6 ILC4GK Guard Key - Ilco A40, Precision P40, #4 
ILCA40LVR7 Ilco A400 Series Lever, #7 

ILCA40048 Ilco A400 Series, 5400 Series Matchwork Kit 

ILC57014 Ilco P57 Guard Lever, M1 

1LC57015 llco P57 Guard Lever, M2 

ILC57016 llco P57 Guard Lever, M3 

1LC57017 llco P57 Guard Lever, M4 

ILC57018 llco P57 Guard Lever, M5 

1LC57020 llco P57 Guard Lever, M7 

ILC57021 Ilco P57 Guard Block Lever, "K" 


KUMAHIRA sare Deposit 


Kumahira 
7320 Series 


Kumahira/Security Corp KD-7320 Series safe deposit locks 
are supplied with a pair of renter keys and one guard key 
per order. Standard guard prep is “AB” and other guard 
setups are available at no charge. 


7320 Series 
SECKDC7320RL Kumahira KD-7320/7321 Right Hand, 
"AB" Guard 
SECKDC7320LL Kumahira KD-7320/7321 Left Hand, 
"AB" Guard 
Also Available Kumahira 73-11, 76-02, 76-12, 76-20 
(Call for pricing) 


OD O 


] 


=m 
-055”-1.40 mm ~~ .055” - 1.40 mm -055” - 1.40 mm 


.313” - 7.95 mm .313” - 7.95 mm .313” - 7.95 mm 
DOMSY12 DOMSY11 DOMSY13 


Kumahira Key Blanks 


DOMSY10 Key Blank - Kumahira/Security, KD-76, "D", 
SY10 

DOMSY11 Key Blank - Kumahira/Security, "L", SY11 

DOMSY12 Key Blank - Kumahira/Security, "J", SY12 

DOMSY13 Key Blank - Kumahira/Security, "M", SY13 

Also Available Key Blanks - Security "B", "D", "E", "F", "H", 
"O" (Call for information) 
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LeFebure 
7300 Fixed Series 


5 [4 


o 


1-7/16” 
3-11/32” = 


3-3/4” 


i 1-1/2” —« 


7302 - 


LEFEBURE SAFE DEPOSIT 


27/32” 11/16” 


7301 - Large Renter & Small Guard 


1-11/16” 


| 27/32” | 


Large Renter & Guard 


27/32” 


7300 Series Keys 


Guard Key - LeFebure, #701 


Guard Key - LeFebure, #908 


Key Blank - LeFebure, Little Nose, Grooved, 
LB2 


Key Blank - LeFebure, Big Nose, Grooved, LB3 


Key Blank - LeFebure, Little Nose, Grooved, 
LB5 


Key Blank - LeFebure, Little Nose, Flat, LB6 


J 11/16" —> je 11/16" —>| 
7300 - Small Renter & Guard 
7300 series 
LEF7300DLN LeFebure 7300, 1/2" Nose, Double Little LEF701GK 
Nose, 908 Guard LEF908CUT 
LEF7301BNLN LeFebure 7301, 1/2" Nose, Big Nose/Little DOMLB2 
Nose, 908 Guard 
LEF7302DBN LeFebure 7302, 1/2" Nose, Double Big Nose, DOMLB3 
908 Guard DOMLBS 
DOMLB6 
DOMLB7 


Key Blank - LeFebure, Big Nose, Flat, LB7 
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64 LEFEBURE sare Deposit 


7700 Double-Changeable Series 


LeFebure 7700 Series double-changeable safe deposit 
locks come in the neutral guard position and are supplied 
with a pair of renter keys. 


7700 series 
LEF7737 LeFebure 7737, 3/8" Nose, Double Little Nose, Nickel 
LEF7737B LeFebure 7737, 3/8" Nose, Double Little Nose, Brass 


LEF7750BNLN LeFebure 7750, 1/2" Nose, Big Nose/Little Nose, Brass 
LEF7750DBN LeFebure 7750, 1/2" Nose, Double Big Nose, Brass 


LEF7750DBNWL | LeFebure 7750, 1/2" Nose, Double Big Nose, "Wide Lip", 
Brass 


LEF7750DLN LeFebure 7750, 1/2" Nose, Double Little Nose, Brass q 
LEF7750DLNNI | LeFebure 7750, 1/2" Nose, Double Little Nose, Nickel LEF7737 es “ 
LEF7750SBN LeFebure 7750, 1/2" Nose, Single Big Nose, Brass 


Corrugated Renters & Guard Flat Renters & Guard 


fo O O 
~ 


=a = awa = =a 
.070” - 1.8 mm .070” - 1.8 mm .080” - 2.0 mm .070” - 1.8 mm .070” - 1.8 mm 
.320” - 8.1mm .320” - 8.1 mm .320” - 8.1mm .320” - 8.1mm .320” - 8.1mm 
DOMLB2 DOMLB3 DOMLB5 DOMLB6 DOMLB7 
7700 Series Keys 
LEF701GK Guard Key - LeFebure, #701 
LEF908CUT Guard Key - LeFebure, #908 
LEF7737RK Renter Keys (Pair) - Little Nose, LeFebure 7737 LeFebu re 7/700 Series Changing 
LEF7750BNRK | Renter Keys eau) - Big Nose Instructions 
Svc als [ines vole) ine loco With the lock bolt positioned on your left, insert the 
DOMLB2 Key Blank - LeFebure, Little Nose, Grooved, LB2 guard key and rotate fully to 12 o’clock position and 
DOMLB3 Key Blank - LeFebure, Big Nose, Grooved, LB3 insert renter and rotate fully to 1 o’clock position to 
DOMLB5 Key Blank - LeFebure, Little Nose, Grooved, LB5 Ip trae Doli inset crane: oot ane rtate phange nub 
- approximately 45° to stop. Rotate renter key in direc- 
DOMLB6 Key Blank - LeFebure, Little Nose, Flat, LB6 tion of guard plug and remove key. Rotate guard key 
DOMLB7 Key Blank - LeFebure, Big Nose, Flat, LB7 in direction opposite the lock bolt and remove key. 
Insert new guard key and rotate to 12 o’clock position. 
7700 Series Change Tools Insert new renter key and rotate to 12 o’clock position. 
OT Lock change hub by rotating 45° in opposite direction. 
LKM7700 LeFebure 7700 Series Change Tool Rotate renter key to extend bolt. 


LKM3111 | Change Tool - Diebold 17570, LeFebure 7700, S&G 
4100/4500, Ilco 5400 
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Cabinet Locks 


LeFebure AL80 / PL80 Cabinet and Under Counter locks 
can be quickly setup to an existing user key with a change 
tool. Locks are supplied with a setup tool and NO user key. 
Change tool required to setup no use keys. 


AL80/PL80 Series 
AL81 LeFebure AL81 Cabinet Lock, Chrome, Standard Bolt 
(No Keys) 
AL82 LeFebure AL82 Cabinet Lock, Chrome, Drilled Bolt 
(No Keys) 
PL80 LeFebure PL80 Undercounter Lock, Chrome, Face- 
plate 


AL80/PL80 Series Keys, Tools 


ALPLBLANK | Key Blank - AL81, AL82, PL80 (LB8) 
ALPLCHG Change Tool - AL81, AL82, PL80 
ALPLSET Setup Key - AL81, AL82, PL80 
ALPLUSER User Key (Random) - AL81, AL82, PL80 
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LEFEBURE s‘re vers FF 


ALPLUSER 


ALPLSET 


66 MILES-OSBORNE sre Deposit 


Miles-Osborne 
X-4 Series 


Miles-Osborne X-4 safe deposit locks are no longer 
available. Lockmasters offers aftermarket replacement 
locks for the Miles X-4. These replacement locks must be 
ordered in left or right hand configuration and are not field 
changeable like original X-4 locks. Replacement X-4 locks 
are provided with a pair of renter keys and one guard key 
per order. 980 guard setup is standard. Other guard preps 
are available by request. 


LKMX4RH 
X4 Replacement Locks 


LKMX4RH_ | Miles-Osborne X4 Replacement, Right Hand, 980 
guard 

LKMX4LH | Miles-Osborne X4 Replacement, Left Hand, 980 
guard 


MILX41333 DOM663SG MIL980GK 


Miles-Osborne X4 Keys 


MILX41333 Key Blank - Miles-Osborne X-4 Renter, Small 
Nose 


DOM663SG _| Key Blank - Miles-Osborne X-4 Replacement, 
Renter , Small Nose 


MIL980GK Guard Key - Miles-Osborne X-4, 980 Guard 
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Mosler 


5700 Series/3175 “Rapid Set” 


Lockmasters offers several replacements for Mosler 5700 
Series safe deposit locks including 3175 “Rapid Sets” and 
self-service designs in brass or nickel finishes. Locks are 
supplied with two renter keys and one SM75 guard key per 


order. 


5700 Series/ 3175 


ILCP57 Mosler 5700 Replacement, Ilco, Brass 

ILCP57A Mosler 5700 Replacement, Ilco, Nickel 

LKM5700 Mosler 5700 Replacement, Bullseye, Brass 

LKM5700SSB Mosler 5700 Replacement, Bullseye, Self 
Service, Brass 

LKM5700SSN Mosler 5700 Replacement, Bullseye, Self 
Service, Nickel 

MOS3175 Mosler 3175 "Rapid Set" Replacement, Brass 

MOS3175A Mosler 3175 "Rapid Set" Replacement, Nickel 

Corrugated Renters Flat Renters Guard 


I 


= 
-364” - 9.25 mm -060” - 1.53 mm -060” - 1.53 mm 
DOM115 -375” - 9.53 mm -375” - 9.53 mm 
LKM423S LKM1423KB 


5700 Series Keys 


ILCSM75GK Guard Key - SM75 

MOSN82151 Guard Key - Neutral, 3175 

DOM115 Key Blank - 3175/5700, Renter, Corragated, 
1115 

LKM423S Key Blank - 3175/5700, Renter, Flat, 1335S 

LKM1423KB Key Blank - 3175/5700, Guard, 1526 

LKMB5700GMK_| Mosler 5700 Guard Lever Matchwork Kit 


Mosler 3175 “Rapid Set” Guard Setup 


MOSLER SAFE DEPOSIT 


y sol J 
LKM5700 


ILCP57 


\ 
MOSN82151 > 


Lockmasters supplies Mosler 3175 replacements in the neutral position that 


can be quickly set up to an existing guard key in the field. Setup is accom- 
plished with the bolt still retracted by simply inserting a new guard key and 
rotating the key several times. This will bend the 3175 guard levers to the 
correct height for your guard key. If the lock bolt was previously extended 


then you must obtain a separate neutral key in order to retract the lock bolt. 
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68 MOSLER SAFE DEPOSIT 
5900 Series 


Lockmasters offers reconditioned Mosler 5900 safe deposit 
locks featuring a flat renter and flat guard keyway. These 
locks are each supplied with a pair of renter keys and one 
guard key per order. 


MOS5900 Reconditioned Mosler 5900 Safe Deposit Lock, 
1/2" Nose, Flat/Flat 


5900 Key Blanks 


DOM1323L Key Blank - Mosler 5900, Guard 
DOM4015 Key Blank - Mosler 5900, Renter MOS5900 


GUARDS 
5700 & 3175 
Jo 
350” - 1.53 mm 
ee Nr DOM1323L 
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S&G __ SAFE DEPOSIT GE) 


Sargent & Greenleaf _G>) 


4440 Series SARGENT AND GREENLEAF® 


iva" 4440/4231 


Throw 5/16” 


wart 25/64” = 


+ 2.45/64” ———> 


3/32” 


3 3/16" *. 


4440 Series Parts 


SG4231GP Guard Plug - S&G 4231 (Yale Match) 


f SG4440GP Guard Plug - S&G 4440, 4442, 4444 
baie SG4443GP Guard Plug - S&G 4443 
| SG4440RP Renter Plug - S&G 4440, 4231, 4444 
WUT4 SG4440GRP Renter Plug - S&G 4440, 4231, 4444 (Grooved) 
SG4443RP Renter Plug - S&G 4442, 4443 
Throw 5/16” srt 1 25/64" = 
$G4231LC Cover - S&G 4231, Left Hand 


<——__ 2 45/64” ——_—__+ 


3/32" | SG4440LC Cover - S&G 4440, Left Hand 
SG4442LC Cover - S&G 4442, Left Hand 
SG4443LC Cover - S&G 4443, Left Hand 
$G4231RC Cover - S&G 4231, Right Hand 
SG4440RC Cover - S&G 4440/4444, Right Hand 
SG4442RC Cover - S&G 4442, Right Hand 
SG4443RC Cover - S&G 4443, Right Hand 
SG4440LB Bolt - S&G 4440 Series, Left Hand 
SG4440RB Bolt - S&G 4440 Series, Right Hand 


3 3/16” -. 


Throw 5/16” wrath mapieet _ SG4444BLT _| Bolt - S&G 4444 Series, Right Hand, Extended 
3/32” pad ° SG4440CM Renter Cam - S&G 4440 Series 
aati $G4440040 Guard Lever / Renter Lever - S&G 4440 Series, 
#0 
Locks are supplied with one pair of renter keys and one SG4440041 Guard Lever / Renter Lever - S&G 4440 Series, 
guard key per order #1 


SG4440042 Guard Lever / Renter Lever - S&G 4440 Series, 


4440 Series #2 


SG4440RL $&G 4440, Right Hand, #74 Guard SG4440043 ae Lever / Renter Lever - S&G 4440 Series, 
sae E seis 640) Lott Hand, #7 Guard $G4440044 Guard Lever / Renter Lever - S&G 4440 Series, 
SG4442RL S&G 4442, Right Hand, #74 Guard #4 
SG4442LL S&G 4442, Left Hand, #74 Guard SG4440045 Guard Lever / Renter Lever - S&G 4440 Series, 
SG4443RL | S&G 4443, Right Hand, #62 Guard #5 
SG4443LL S&G 4443, Left Hand, #62 Guard S$G4440046 Guard Lever / Renter Lever - S&G 4440 Series, 
SG4444RL S&G 4444, Right Hand, Extended Bolt, #74 i 

Guard SG4440047 Guard Lever / Renter Lever - S&G 4440 Series, 
SG4231RL | S&G 4231, Yale Match, Right Hand, SY3 Guard ui 
S$G4231LL S&G 4231, Yale Match, Left Hand, SY3 Guard LKMB400GMK_ | S&G 4440 Series Guard Matchwork Kit 
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S&G _ SAFE DEPOSIT 


4440 Series Keys 


DOMSG3 Key Blank - S&G 4443 Renter, 1063B 
DOMSG4 Key Blank - S&G 4440 Guard 4440 Series, SG4 
DOM663SG Key Blank - S&G 4440/4500 Renter, 1063E 
DOML68 Key Blank - S&G 4440/4500 Renter, Grooved, 
1068E 
SG4GK Guard Key - S&G 4440/4442/4444, #4 
SG74GK Guard Key - S&G 4440/4442/4444, #74 
SG4BGK Guard Key - S&G 4443, #4 
SG3GK Guard Key - S&G 4443, #62 — — —= ad 
SG74BGK | Guard Key - S&G 4443, #74 ‘S48"-8.08mm 320" 8.13 mm 320" 8.92 mm 280" - 7-11 mm 
YALSY3GK _| Guard Key - S&G 4231, Yale 201/231 (SY3) DOML68 DOM6635G DOMSG3 DOMSG4 


Neutralization Kit 


The ultimate in safe deposit opening kits. It combines th 
original Nose Puller and Door Puller kits. This improved 

Neutralization Kit contains everything necessary to pull 

noses, open safe deposit doors and more. Efficient and 

lightweight, the Neutralization Kit is easy to operate. 


Kit Contains: 

e Door Pad 

e Nose Puller Shaft 
e Spacing Block 

¢ Door Puller Base 
¢ Door Puller Shaft 
e Jack Base 

e Flange Nuts 

e T-Handle 

e Ratchet Wrench 
e Jack Screw 

e Acorn Nut 

e Mosler Component 
e Instructions 

e Carrying Case 


ii 


e 


Hex Sheet Metal Screws 


Screw Retainer & 


Jack Screw 
Door Puller Base 


Door Puller Shaft S 


Flange Nut 
8 


T-Handle 


=S> 
wes} 


Ratchet 


LKM1004DPX Neutralization Kit Nylon Puller Cup ° 
LKM1004DP Door Puller Kit 

LKM1004NP Nose Puller Kit Door Pad (96) 

<x 

Parts Prac Base 
PPI1101A Hex Socket Nose Puller Shaft PPI1116 Screw Retainer 

PPI1103A Hex Head Stainless Steel Metal Screw PPI1120 Door Puller Shaft 

PPI1105 Flange Nut PPI1120A Door Puller Shaft With Longer Foot (Optional) 
PPI1106 Nylon Puller Cup PPI1124 5/8” Door Pad 

PP1I1107 Jack Base PPI1125 Mosler Nose Puller Shaft With Blades 
PPI1108 Jack Screw PPI1126 Mosler Replacement Blades 

PPI1110 Door Puller Base LKM1063 Ratchet Wrench 

PPI1112 T-Handle Wrench EZINSERT Threaded Insert For Door Puller Base 
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4100/4500 Series 


S&G’s double nose 4500 Series and single nose 4100 
Series allow quick and easy key setup in the field without 
disassembling the lock. Locks are supplied with a pair of 
renter keys and one guard key per order. 


4500 Series 
SG4540 S&G 4540, Double Changeable, 1/2" Nose 
SG4544 S&G 4544, Double Changeable, 3/8" Nose 
SG4555 S&G 4555 Changeable Renter, Fixed #BA74 Guard 


4100 Series 


SG41101/8 S&G 4110, Single Nose, Changeable, 1/8" Height 
$G41111/4 | S&G 4111, Single Nose, Changeable, 1/4" Height 
SG41123/8 S&G 4112, Single Nose, Changeable, 3/8" Height 
$G41131/2 S&G 4113, Single Nose, Changeable, 1/2" Height 


4500 Series Key Blanks 


DOMSG4 Key Blank - S&G 4440/4500 Series Guard, SG4 
DOM663SG Key Blank - S&G 4440/4500 Renter, 1063E 


4500 Series Change Tools 


DIE17570CHG | S&G 4100/4500 Change Tool with Torque 
Sensitive Clutch 


Change Tool - Diebold 17570, LeFebure 7700, 
S&G 4100/4500, Ilco 5400 


LKM3111 


S&G 4500 Series Changing 


Instructions 


Guard Side: Retract lock bolt and rotate guard side fence 
screw (socket head screw) three and a half turns counter- 
clockwise through back cover. Insert new guard key and 
rotate fully. With guard key rotated, tighten guard fence 
screw to correct torque. 


Renter Side: Retract lock bolt and rotate renter side fence 
screw (socket head screw) three and a half turns counter- 
clockwise through back cover. Continue rotating renter key 
to 3 o’clock position (with bolt on your left) and remove 
key. Insert new renter key and rotate to stop at 11 o’clock 
position. Tighten renter side fence screw to correct torque. 
Continue rotating renter key to extend bolt. 
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S&G SAFE DEPOSIT 


SG4540 
S$G41101/8 
es ea 
.070” - 1.78 mm .080” - 2.03 mm 
.320” - 8.13 mm .280” - 7.11 mm 
DOM663SG DOMSG4 
Renter Guard 


\ 
=> - 
DIEIS70CHG ZB 
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SECURITY CORP SAFE DEPOSIT 


Security Corp 
BX Series 


Lockmasters offers replacement cylinders for the Security / Zein, i 
Corp BX Series of pin tumbler safe deposit locks. Cylinders \ 7. ; 
come with two keys and new clip for easy installation. \ 


BX Series 


LKMBX Security BX Replacement Cylinder, C-Keyway 


LKMBXGC | Security BX Replacement Guard Cylinder, G- 
Keyway 


BX Series Key Blanks 


SEC1600AB Key Blank - Security BX, "A" (SY5) 
SEC1600BB Key Blank - Security BX, "B" (SY6) 
SEC1600CB Key Blank - Security BX, "C" (SY3) 
SEC1600GB Key Blank - Security BX, "G" (SY8) 


LKMBXGC 


—_—= __ =. 7 4 +X“ 


.080 - 2.03 mm — .080 - 1.99 mm .080- 2.03 mm _ .080 - 2.03 mm 
291” - 7.39 mm_ .291” - 7.39 mm 291” - 7.39 mm .291” - 7.39 mm 
SEC1600AB SEC1600BB SEC1600CB SEC1600GB 
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YALE _ SAFE DEPOSIT 
Yale 


B201 Series 
B201 Series 


YAL201RL Yale B201, Right Hand, SY3 Guard 
YAL201LL Yale B201, Left Hand, SY3 Guard 


YAL201 RL 


{" 1/32”-+k— 15/16”—>l 
29/167 
31/16” > 


B231 Series 
B231 Series 


YAL231RL Yale B231, Right Hand, SY3 Guard 
YAL231LL Yale B231, Left Hand, SY3 Guard 


7/32” 41 4(32* .l4— 4 Sper __. | | 
ee 
a 8 
— rl sm) 
” ” 
11/16" 9/16” .080” - 2.03 mm .055” - 1.40 mm 
.340” - 8.64mm_ .235” - 5.97 mm 
3/16" DOM885BL YAL767 
Baer 5/8” Renter Guard 
a= 
Yale Key Blanks 
YAL767 Guard Key - Yale 201, 231 


DOM885BL Key Blank - Yale B201/B231, Renter, 885BL 
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SAFE DEPOSIT KEY BLANKS 
Part Number |Application / Description |Cross Reference Mosler 
Part # DOM115 Mosler 3175/5700, Renter, | 1115 
- Corragated 
Diebold LKM1423KB Mosler 3175/5700, Guard | 1526 
DOM643K Diebold 17505, Renter 1028 LKM423S Mosler 3175/5700, Renter, | 1335S 
DOM28P Diebold 17505, Guard 1028P Flat 
DOM1028L_| Diebold, Renter 1028L DOM1323L Mosler 5900, Guard 1323L 
DOM28DD ss Diebold, Renter 1028DD DOM4015 Mosler 5900, Renter 4015 
DOM143D Mosler/Yale 3300, Renter 143D 
Guardian DOM91 Mosler/Yale 3300, Flat 1091 
LKM6832BLK Guardian 6832 Renter, DOM723 Mosler, Renter 1323 
Guard 
S&G 
Kumahira DOML68 S&G 4440/4500 Renter, 1068E 
DOMSY10_ | Kumahira/Security, KD-76, "D" | SY10, "D" Grooved 
DOMSY11 Kumahira/Security, KD Series, | SY11, "L" DOM663SG_ | S&G 4440/4500 Renter, Flat 1063E 
ye DOMSG3 S&G 4443 Renter 1063B 
DOMSY12 Kumahira/Security, KD Series, | SY12, "J" DOMSG4 S&G 4440/4500 Series Guard | SG4 
zs DOM1334__| IIco/S&G 1334 1334 
DOMSY13 eee ey, KD Series, | SY13, "M" DOM1396S | Ilco/S&G 1396S 1396S 
ui DOM63D S&G 4100/4300, Renter & 1063D 
Guard 
HAM SG9590 S&G 4440 Series, Renter, 1089C 
DOM28N HHM/York, Renter 1028N Extra Long 
DOM52A HHM/York, Grooved 1052A SG9591 S&G 4440 Series, Guard, Extra | 1388L 
Ilco a 
DOM1333 Ilco 5400 Series, Renter 1333 Security Corp 
ILC5400GKB | lico 5400 Series, Guard 1388 SEC1600AB a BX Cylinder, "A" Sah: 
a ee it SEC1600BB | Security BX Cylinder, "B" SY6, "B" 
DOM1396S Ilco/S&G 1396S 1396S Keyway 
Lefebure SEC1600CB ae BX Cylinder, "C" SY3, "C" 
DOMLB2 LeFebure 7700, Little Nose, LB2 SEC1600GB | Security BX Guard Cylinder, SY8, "G" 
Grooved "G" Keyway 
DOMLB3 LeFebure 7301/7302, Big LB3 DOMSY1 Security / Kumahira, SY1 SY1 
Nose maiooued DOMSY2 _| Security / Kumahira, SY2 sY2 
DOMLB5 LeFebure 7300/7700, Little LB5 DOMSY3 Security / Kumahira, SY3 SY3 
Nose, Grooved : ; 
DOMLB6 _| LeFebure 7300/7700 Renter & | LB6 BOM EVs ac) Seeunbi/ Kemah eye an 
Guard, Little Nose, Flat DOMSY5 Security / Kumahira, SY5 SY5 
DOMLB7 _| LeFebure 7301/7302/7700 LB7 22h MONS | Seca Satin Se axes 
Renter & Guard, Big Nose, Flat DOMSY7 Security / Kumahira, SY7 SY7 
ALPLBLANK | AL81, AL82, PL80 LB8& DOMSYS8NS | Security / Kumahira, SY8 SY8 
- DOMSY10 Kumahira/Security, KD-76, "D" | SY10, "D" 
M iles-Osborne DOMSY11 Kumahira/Security, KD Series, | SY11, "L" 
MILX41333 | Miles-Osborne X-4 Renter, MN3 "L" 
Small Nose DOMSY12 Kumahira/Security, KD Series, | SY12, "J" 
DOM663SG | Miles-Osborne X-4 Replace- | 1063E "J" 
ment, Renter , Small Nose DOMSY13 | Kumahira/Security, KD Series, | SY13, "M" 
uM" 
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SAFE DEPOSIT KEY BLANKS 


Yale York 
DOMs885 Yale B201/B231, Renter, | 885 DOM28N York/HHM, Renter 1028N 
Grooved DOM52A York/HHM, Grooved 1052A 
DOM885BL Yale B201/B231, Renter, | 885BL 
Flat 
YAL767 Yale B201/B231, Guard 887 
DOM143D Mosler/Yale 3300, Renter 143D 
DIEBOLD 
a — La = 
340” - 8.63 mm .060” - 1.52 mm 375” - 9.53 mm .060” - 1.52 mm 
.055” - 1.39 mm 340” - 8.63 mm .055” - 1.39 mm 304” - 7.62 mm 
DOM28DD DOM28N DOM643K DOM28P 
ILCO 
.070” - 1.8 mm ” | 
" — .070” - 1.78 mm .060” - 1.53 mm 
ae ie 375” - 8.52 mm es 375” - 9.53 mm sz 
070” - 1.78 mm DOMSG3 LKM1423KB 060” - 1.53 mm 
.320” - 8.13 mm .080” - 2.03 mm Guard .375” - 9.53 mm 
DOM663SG .280” - 7.11 mm LKM423S 
DOMSG4 Flat Renter 
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SAFE DEPOSIT KEY BLANKS 
LeFEBURE 


sid. 


.070” - 1.8 mm .070” - 1.8 mm .080” - 2.0 mm .070” - 1.8 mm .070” - 1.8 mm 
.320” - 8.1 mm .320” - 8.1 mm .320” - 8.1 mm .320” - 8.1 mm .320” - 8.1 mm 
DOMLB2 DOMLB3 DOMLB5 DOMLB6 DOMLB7 


MOSLER 


CORRUGATED 
GUARDS RENTERS 
RENTERS GUARDS 5700 & 3175 RESOO 
5700 & 3175 5700 & 3175 


“yam SS ae 
a , 375” - 9.53 mm .356 - 9.04 mm 
.060” - 1.53 mm Beene 


” DOM91 
.375” _ 9.53 mm -350”” . 1.53 mm 060” 7 1 53 mm DOM115 DOM723 
DOM4015 : ceo mn 


LKM1423KB 
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SAFE DEPOSIT KEY BLANKS 


S&G 
SERIES GUARD RENTER RENTER X-LONG SERIES RENTER 
4100 & 4300 4400 & 4500 4440 4442 & 4443 
RENTER & GUARD RENTER x LONG 
4100 & 4300 daca wae 
a= 
ae 1.78 mm 
320” - 8.13 mm .070” - 1.78 mm 
55 DOM663SG .375” - 8.52 mm 
.080” - 2.03 mm 
.280 - 7.11 mm DOMSG3 
DOMSG4 
.070” - 1.78 mm 
320” - 8.13 mm 
5G9590 
070” - 1.78 mm .090” - 2.29 mm 
'380” - 9.65 mm 318” - 8.08 mm 
DOM63D DOML68 
.080” - 2.03 mm 
.277” - 7.04 mm 
SECURITY CORPORATION $G9591 
=r) — en mee) =e el 
‘ 080” - 2.03 mm __.055” - 1.40 mm 5 
.080” - 2.03 mm .080” - 1.99 mm .080” - 2.03 mm +5 7 .075” - 1.91 mm 
291” - 7.39 mm 291” -7.39 mm __-.291” - 7.39 mm ee oT ic 436” - 11.07 mm 
SEC1600AB SEC1600BB SEC1600CB DOMSY10 
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SAFE DEPOSIT KEY BLANKS 


SECURITY CORPORATION 


aa 
055” = 1.40 mm -055”” = 1.4 mm 
6313” . 7.95 mm .315 - 8.0 mm 
DOMSY11 DOMSY13 


3300 RENTER 


.040” - 1.02 mm 
.303” - 7.70 mm 
DOM143D 
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YALE 


200& 300 SERIES 
FLAT RENTERS 


200 & 300 SERIES 
GROOVED RENTERS 


=a 
.080” - 2.03 mm 
.340” - 8.64 mm 
2 a 


DOM885BL 


.350” - 8.90 mm 
DOM885 


www.lockmasters.com 


YORK 


| 


.372” - 9.49 mm 


DOM52A 


200 & 300 SERIES 
GUARD 


i 


.055” - 1.40 mm 
.235” - 5.97 mm 
YAL767 


SAFE DEPOSIT TOOLS 


Safe Deposit Tools 


Neutralization Kit™ 


The Ultimate In Safe Deposit Opening Kits. It combines the 
original Nose Puller and Door Puller kits. This improved 
Neutralization Kit contains everything necessary to pull 
noses, open safe deposit doors and more. Efficient and 
lightweight, the Neutralization Kit is easy to operate. — 


Kit Contains: \ 
e PPI1124 - Door Pad @ PPI1101A - Nose Puller Shaft 

e PPI1106 - Spacing Block ¢ PPI1110 - Door Puller Base 

e PPI1120 - Door Puller Shaft ¢ PP11107 - Jack Base 


e PPI1105 - Flange Nuts e PPI1112 - T-Handle Wrench § 
e LKM1063 - Ratchet Wrench e PPI1108 - Jack Screw 
e PPI1116 - Screw Retainer ¢ PPI1125 - Mosler Component 


e PPI1126L - Left Blade ¢ PPI1126R - Right Blade 
e PPI1103A - Screws (2) ¢ ZAR128375 - Foam 
e Carrying Case e Instructions 


LKM1004DPX Complete Neutralization Kit 


LKM1004DPX 


LOCK DEFEAT 
TECHNOLOGY 
LEFEBURE 7700 


sie #1 


Lefebure 7700 Opening Tool 


Open LeFebure 7750 & 7737 (Flat Renters) SDB locks in 
under 10 seconds. Use the 7700 Opening Tool with ease 
and with no damage to the lock. 


LDT7700PTL Includes Tool, 10 Blades and Case 
LDT7700TIP Replacement Blade 


LDT7700PTL 


Lefebure 7300 Opening Tool a BT occ perce 
The Only Tool That Opens The LeFebure 7300 Without : _ TECHNOLOGY 


Damaging The Lock. The LeFebure 7300 Opening Tool, | pee a 
when used through the flat keyway of the renter nose, will _ = @ 
open the lock in less than one minute. The lock can be dis- : i and 


assembled to fit a key to the lock. Features the same high 
quality as the LeFebure 7700 opening tool. 


LDT7300PTL Includes Tool, 10 Blades and Case 
LDT7300TIP Replacement Blade 


LDT7300PTL 
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Diebold 175-70 Pick SS 
Opening This 7 Lever, Key Changeable Lock Can Be Done —_ 

In Minutes Without Damaging The Lock. This unique tool : 
designed by Phil Shearer allows the renter side of the 
Diebold 175-70 safe deposit lock to be picked. The spac- 
ing feature makes the levers easy to find. The lock can be 
picked without damage to the lock and no parts need to be 
replaced. The pick includes detailed instructions. 


LKM2098 Pick LDT Pick 175-70 


Diebold Guard Match Work Kit 


Locks covered: 

Bullseye 17505 (LKM17505), Diebold 17505, 17506. 
Includes 10 of each guard lever 1 thru 4, 20 each-.060 
spacers, and one set of guard depth keys (1-4). This kit is 
supplied in a divided plastic case with label. 


LKM175GMK_ | Diebold Guard Match Work Kit 


LKM175GMK 


Ultimate Safe Deposit Opening Kit 
It's All Here. All of our most popular safe deposit tools in 
one kit. No more going to the job wondering whether you 
have the tool to open the lock. It's all here from Lockmas- 
ters; Neutralization Kit, picking tools and our complete Safe 
Deposit Box ID Manual, with full size line drawings of old 
and current locks. 


Kit Includes: 

e Neutralization Kit (LKM1004DPX) 

e Safe Deposit Box ID Manual (LKM1018ID) 

e LeFebure 7700 Opening Tool (LDT7700PTL) 
© Diebold 17570 Opening Tool (LKM2098) 

e 7700/1 7570/4500 Change Tool (LKM31 11) 

e Mosler 3175 Reset Tool (LKM201 2) 

e Safe Deposit Opening Video (567) 


LKM1010KIT Ultimate Safe Deposit Opening Kit 


LKM1010KIT 


Ferguson Opener™ 

A Must For Any Safe Deposit Service Technician. This tool 
is designed to retract the bolt of a Mosler 5700/3175 safe 
deposit lock after the renter nose has been pulled. Simply 
seat the tool into the renter cam, insert and turn the guard 
key, then turn the tool to retract the bolt. This tool will only 
work on 5700/3175 locks with a two-piece renters plug 
manufactured before 1996. 


LKM2061 Ferguson Opener™ LKM2061 
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Shrum Tool 


A Must Have For Every Locksmiths Tool Box Like an ice- 
pick with a 90 degree bend on the end. Tool length is about 
3 inches excluding the handle. 


LKM242 


Pullmaster 


A Revolutionary, Single Piece Nose Puller Kit. 

Designed for vault technicians by a vault technician. There 
are no pieces and parts that are often dropped and prolong 
the job at hand. 


Kit Includes: 

e Standard Nose Puller with Screws 
e Mosler Nose Puller Attachment 

e Carrying Case 


LKM3000 


Lockmasters' Safe Deposit Key 


Readers 


Lockmasters has designed the ultimate tool for 
decoding safe deposit keys. This kit comes complete 
with 3 decoders for the most popular safe deposit locks 
manufactured today - Diebold 175-05, Mosler 5700, and 
Sargent & Greenleaf 4400 series. A must have for todays 
vault technician. 


LKM290 Set of Three 

LKM280 Mosler 5700 Key Depth Reader 
LKM285 S&G4400 Series Key Depth Reader 
LKM288 Diebold 175-05 Key Depth Reader 


Mosler 3175 Opening Tool 

Opens The Lock Without Extracting The Renter's Plug And 
Damaging The Lock Or Door. 

Mosler 3175 safe deposit locks have long been associated 
with guard key problems. The "rapid set" guard levers are 
the main feature of the lock but they are also its biggest 
problem. Inevitably the wrong guard key will be inserted 

or the key may not be fully inserted, bending the guard 
levers out of their original position causing an unnecessary 
lockout. 

The Mosler 3175 Opening Tool is designed to open the lock 
through the renter's keyway without extracting the renter's 
plug and forcing open the door. This tool is a timesaver and 
will eliminate damage to the lock and most importantly will 
eliminate damage to the door. Detailed instructions are also 
included. 


LKM2012 


LKM242 
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LKM290 


LKM2012 


SAFE DEPOSIT TOOLS 


Lefebure 7700 Change Tool 


Finally, A LeFebure 7700 Series Change Tool That Will 
Stand Up To The Task. Stop carrying spares and worrying 
about broken tips. This one-of-a-kind change tool is made 
of hardened steel and features a gnarled non-slip handle. 


LKM7700 


Safe Deposit Change Tool 

The Two Most Popular Safe Deposit Lock Change Keys In 
One Tool. The Safe Deposit Change Tool has a LeFebure 
7700 series change key on one end and a Diebold 175-70 
change key on the other. The Diebold tool will also change 
the S&G 4545 Series and the Ilco 5400 series. Both change 
keys are machined from steel and the handle is anodized 
aluminum - no more broken keys. Add this tool to your 
nose and door puller kit and complete your safe deposit 
arsenal. 


LKM3111 


Diebold Change Tool 


Also works on ILCO 5400 Series, S&G 4500 Series and 
Guardian 6832 


DIE17570CHG 


Safe Deposit Box Key Envelopes 


Use these security sealed Safe Deposit Box Locking Enve- 
lopes (one time use). Utilizing these quality security enve- 
lopes, your clients will assure their patrons the ONLY two 
duplicate customer keys have been issued for their private 
box. (Sold 10 to a package, priced each.) 


EGCLK01 | Envelope EGC Locking Standard 
EGCKW | EGC Key Wallet Reusable Manila 


Safe Deposit Box Service Manual 


What should | look for? Where do | drill for the fence or 
gates? Can | refinish this door easily? Can | open this door 
without damaging the lock? Where can | find space and 
depth dimensions? | have a key, but why can’t I retract the 
bolt? How do you make a drill pattern for these locks? | 
pulled the nose, now what do | do? There are a lot of ques- 
tions and the Guide to Safe Deposit Box Service gives you 
the answers. You'll learn the complete theory of the prin- 
ciples and operation of the lever lock as well as the tools 
necessary to defeat them. You’ll be able to open these 
locks with minimum damage to the lock and container. 
Original photos and accurate drawings on nearly every 
page lead you to quick and easy success when faced with 
lock boxes, safe deposit boxes and inner safe doors. 


NAT2006 


LKM7700 


DIE17570CHG A J 


FOR SAFETY Op 
KEEP 5 ie 
ONE ARE an 
SAFE DEPOSIT BO? Bag Me 
INTHISWALL’ (a, hs. ie 


The National Locksmith. 


Guide to: 


Safe Deposit Box Service 


Step by Step Procedures 


NAT2006 
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LKM3111 


Safe Deposit Box ID Manual 


This manual comes in a hard-bound, three-ring binder and 
contains blueprint-type dimensions for nearly 300 safe de- 
posit locks. By using this comprehensive volume, you will 
be able to instantly determine the manufacturer and model 
number of locks such as Bates, Corbin, Eagle, Diebold, 
HHM, Mosler, S&G, Yale, York and many more. Whether 
you're currently involved in safe deposit work, or would like 
to enter this lucrative specialty field, you'll appreciate this 
treasure trove of information at your fingertips. 


LKM1018!ID 


Volume 1 Fixed Lever Locks 


This training tape covers the operation and service 
procedures for the most common fixed lever locks. You will 
learn all you need to know in order to service the S&G 4400 
Series, Diebold 175-05 & 175-06, Security (Kumahira) 73-11 
& 73-21, Mosler 5700 and LeFebure 7300 Series Locks. You 
will also learn how to fit a key to these locks by using depth 
and spacing keys and with the Framon #2 code machine. 
Length - 58 minutes. 


565DVD 


Volume 2 Resettable Lever Locks 


This training tape covers the operation and service 
procedures for the most common resettable lever locks. 
You will learn everything you need to know in order to 
service the S&G 4500 & 4340 Series, Diebold 175-70, 
Mosler Rapid-Set, and LeFebure 7737 Locks. 

Length - 58 minutes. 


566DVD 


Volume 3 Safe Deposit Box Opening 
This training tape covers opening procedures for all of 

the locks covered on the earlier tapes. You will see close- 
up views of every step during the opening of each box. 
Special sections include tips and tricks on nose pulling, 
door pulling and wedging. Tape includes a Quick Reference 
Guide filled with of valuable information. 

Length - 49 minutes. 


567DVD 


SAFE DEPOSIT TOOLS 


Identification Manual 
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OLYMPUS 
T-37 T-Bolt Drawer Locks 


Olympus T37 T-Bolt Drawer Locks can be used to replace many under- 
counter locks on bank equipment with up to 1/4” material thickness. T37 
locks will directly replace the National C8137 and are easily rekeyable 
with a patented “cylinder retainer staple” and removable bezel ring. 

The patented designs eliminates the need to pry off fce plates and pin 
retainer clips. Olympus T37 locks come with all hardware and two keys. 
Available key codes include 001 through 020 and additional key codes 
are available upon request. Standard 26D finish. 


Olympus T-37 Locks 


T3726D001 T-37 Lock, 2 Keys, Keycode 001 
T3726D002 T-37 Lock, 2 Keys, Keycode 002 
T3726D003 T-37 Lock, 2 Keys, Keycode 003 
T3726D004 T-37 Lock, 2 Keys, Keycode 004 
T3726D005 T-37 Lock, 2 Keys, Keycode 005 
T3726D006 T-37 Lock, 2 Keys, Keycode 006 
T3726D007 T-37 Lock, 2 Keys, Keycode 007 
T3726D008 T-37 Lock, 2 Keys, Keycode 008 
T3726D009 T-37 Lock, 2 Keys, Keycode 009 
T3726D010 T-37 Lock, 2 Keys, Keycode 010 
T3726D011 T-37 Lock, 2 Keys, Keycode 011 
T3726D012 T-37 Lock, 2 Keys, Keycode 012 
T3726D013 T-37 Lock, 2 Keys, Keycode 013 
T3726D014 T-37 Lock, 2 Keys, Keycode 014 
T3726D015 T-37 Lock, 2 Keys, Keycode 015 
T3726D016 T-37 Lock, 2 Keys, Keycode 016 pees A | 
T3726D017 T-37 Lock, 2 Keys, Keycode 017 
T3726D018 T-37 Lock, 2 Keys, Keycode 018 
T3726D019 T-37 Lock, 2 Keys, Keycode 019 
T3726D020 T-37 Lock, 2 Keys, Keycode 020 
T-37 Parts 
T372 T-37 Long Bolt 
T37RC T-37 Spring Mounting Clip 
T37SP T-37 Bolt Spring 
T37N1 T-37 Pinning Kit Complete 
T371 T-37 Bolt, Standard Length 
ILC1069L Key Blank - T-37, 1069L 


Under Counter Wrench 


Lockmasters has found that some of the best tools and ideas come from 


the technicians in the field. This tool was introduced to us by the inventor of 
the Ferguson Opener, a man with many years of experience servicing bank 


equipment. This specialized wrench is designed to remove the nut which 


holds the key lock on bank teller drawers. The design of the drawer and the 
linkage make it almost impossible to put a standard wrench on the nut. But 
with its two 90 degree bends, the Under counter Wrench will loosen the nut 
and remove the cylinder in minutes with ease. Works on Diebold, Mosler and 


LeFebure equipment. 


LKM3112 Under Counter Wrench 
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OLYMPUS 
LOCK, INC. 


ao 


BOLT EXTENDED 


T37RC 


LKM3112 


NO78 Deadbolt Drawer Lock 


Olympus NO78 Deadbolt Drawer locks are available keyed 
to several setups and customs setups are available upon 
request. N078 locks are easily rekeyable via a set screw 
cylinder release mechanism. 7/8” Barrel Diameter, 1-1/8” 
Barrel Length, 26D Finish. 


Olympus NO78 Drawer Locks 


Part Number | Key Setup 
NO78001 001 
N078002 002 
NO78003 003 
N078004 004 
NO78005 005 
N078006 006 
NO78101 101 
N078103 103 
NO78107 107 
N078915 915 


Olympus 100/200 Series Deadbolt 


Locks 


Olympus 100 Series Door locks and 200 Series Drawer 
locks are available keyed to several different setups and 
customs setups are available upon request. Olympus 
100/200 Series locks are easily rekeyable via a set screw 
cylinder release mechanism. 15/16” Cylinder Length, 26D 
Finish. Bar strike included (56-1) 


Olympus 100 Series Olympus 200 Series 
Door Locks Drawer Locks 

Part Number | Key Setup Part Number | Key Setup 
100DRO001 001 200DW001 001 


100DR002 002 
100DRO003 003 
100DR004 004 
100DRO005 005 
100DRO06 006 
100DR101 101 
100DR103 103 
100DR107 107 
100DR915 915 


200DW002 002 
200DW003 003 
200DW004 004 
200DW005 005 
200DW006 006 
200DW101 101 
200DW103 103 
200DW107 107 
200DW915 915 


100DR 
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Key Machines-Duplicators 


HPC Premier Speedex® 

Equipped with 4-way jaws for holding a large variety of different blanks, including double- 
sided keys. The reversible copy dog allows you to cut flat steel keys with the optional 
slotting cutter kit (CW-16KIT). The Premier Speedex is mounted on a sturdy base and 
comes with a heavy duty motor. It also comes equipped with the HPC Softie™ rotary 
brush. 


9160MC HPC Premier Speedex 


Speedex Accessories 


CW16KIT Speedex Flat Steel Conversion Kit 

CW45SMS Cutter - Speedex, Side Milling Slotter .045" 9160MC 
CW23MC Cutter - Speedex, Standard 

TYX3 Brush - HPC "Softie" 


ILCO 045 Manual Key Machine 


The 045 is the perfect basic key duplicator, ideal for virtually any key cutting outlet. 
Economical, accurate and simple to operate. The 045 is loaded with useful features any 
user will readily appreciate. Its performance tested design makes it excellent for shop or 
mobile use and assures years of dependable service. 


Features: 

e Wide spacing between vise jaws 

e Dial type depth adjustment system 

e Ideal for mobile use - efficient 1/4 Hp motor will operate with most inverters & generators 
e Four-way reversible vise jaws securely clamp residential, padlock & automotive keys 
without adapters, including double-sided types 

e Cutter is made of high speed tool steel, coated with titanium nitrate for longer cutting life 


e Built-in circuit breaker protection llco 045 Accessories 


e Chip tray provided RE ee 
° Features a soft touch deburring brush 804 Safe Deposit Conversion Kit with 45SMS Slot- 
ter and Flat Stylist 
045 _~—IIco 045 Key Machine 45SMS Cutter - Ilco, Side Milling Slotter .045" 


Framon DBM-1 Flat Steel Key Duplicator 


The Framon DBM-1 is designed to cut safe deposit box, locker, and padlock keys. This 
specialized flat key duplicator will duplicate blanks up to 2 1/2" long. The DBM-1 comes 
equipped with a .045" carbide slotter. After recent design changes, the DBM-1 now features 
a wire deburring brush (nylon also available). The DBM-1 features a rotating guide which can 
be paired up to six different cutter widths. Widths available in .035", .055", .066", and .088". 
A .100" cut can be made by pairing the .045" and .055" cutters. Depth adjustments can be 
made in .001" increments. As with all Framon products, sealed ball bearings are used in the 
spindle. Built-in rod wipers keep the carriage rod clean as you cut keys. 

The Framon DBM-1: designed to do one job and do it right. 

You can expect years of trouble-free service from your DBM-1. Cut Master Padlock 
corrugated keys, locker, letterbox, and safety-deposit box. Even cut two keys at a time! 


FRADBM1 Framon DBI-1 Flat Steel Duplicator FRADBM1 
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Key Machines — Code Cutting 
HPC BLITZ™ 1200 


This revolutionary code milling machine has made all others 
obsolete and is now the "Standard of the Industry". The Blitz 

is very simple to use and extremely versatile. It cuts by actual 
manufacturers' depths and spaces. There is no need to convert 
to micrometer readings. With its rotating cutter head, the Blitz can 
make high security angle cuts. With optional accessories the Blitz 
can cut flat steel keys, Medeco®, Biaxial®, Schlage Primus® as 
well as other specialty keys. This machine cuts accurate keys by 
code quickly and easily. This dramatic code cutting advancement 
is made possible through the use of code cards, which are 
inserted in the code machine. These cards have depth and space 
indicators, plus all the pertinent information such as cutters, jaws, 
code series, blanks and any special information you may need. 
Comes with 150 code cards, 2 cutters, 100 degree large cylinder 
(cw-14mc) and 90 degree small cylinder (cw-1011) 


1200CMB_ HPC “Blitz” 1200 Code Machine 


Safe Deposit Code Cards 


DECKSD12 HPC 1200 Safe Deposit Code Card Deck (12 pc) 
CSD1 Diebold 175-05, Renter 

CSD20 LeFebure 7300 / 7700, Renter 

CSD30 Mosler 3175 / 5700, Flat Renter 

CSD31 Mosler 3175 / 5700, Corragated Renter 
CSD36 Mosler 3175 / 5700, Guard 

CSD40 S&G 4231 / 4440, Renter 

CSD41 S&G 4440, Guard 

CSD47 S&G 158 / 159, Renter 

CSD50 Yale B201 / B231, Renter 

CSD51 Yale 3300, Renter 

CSD80 Ilco P40, Lloyd Matheson M40, Renter 
CSD81 Ilco P40, Lloyd Matheson M40, Guard 


KEY MACHINES 


1200CMB 


- ™ mm a k 
HPC 1200 Cutters/ Slotters ee Xn {owsc |r /(owpo) pram 
f Me losom | LES LET) ete vhamme i \ Aah 
Part Number | Description Application(s) i O HE : * e Ot } i \e O He 7 
CWBC Carbide Slotter - .054" | Yale — i Vr ("| = ("| 
CWCC Carbide Slotter = .058" S&G, Yale, Lloyd Torn avaa carbide slotter Ter ee carbide slotter Deer ean carbide slotter 
M ath eson cutter for Yale ed for S&G, Yale and Lloyd cutter for S&G 
CWDC Carbide Slotter - .064" | S&G >| [x orm >| [sor 2m 
— Pam rk 
CWEC Carbide Slotter - .069" | Diebold { CW-EC [= / CW-FC ‘ [= 
CARBIDE Yv CARBIDE 
CWFC Carbide Slotter - .088" | Mosler Ht Ht | i J sat ae 
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-088"/2.24mm carbide slotter 
cutter for Mosler. 
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GENERAL LOCKSMITHING TOOLS 


Tools 
LKM229 


Wafer pick, Slim Line 

Makes fast work of opening drawers, credenzas, 
file cabinets and more. Almost like having a second 
key, the Wafer Lock Pick is simple to use and is ef- 
fective on most single and double-sided wafer style 
cabinet and cam locks. 


LKM230 


9 Piece Pick Set 

Contains 7 popular picks and 2 tension tools 
(including a special 2-finger tension tool). Handles 
made of polished stainless steel, blades made of 
hardened spring steel with a polished chrome fin- 
ish. Case can be attached to belt. 


LKM2300 


Adams-Rite Tool 

This simple but highly effective tool is designed to 
slide between “store front” glass doors or pushed 
through a single swinging “store front” door so that 
the “C” shaped end of the tool can engage a thumb 
turn on a deadbolt or latch. Turning the knob on 
the opposite end turns the “C” shaped end of the 
tool. To pass through the doorway, we found that 
an Air Wedge works wonders, a 1/2” or more space 
can be easily provided. When designing the tool 
we also took into consideration roll down gates 
that use this same type of locking mechanism. 


LKM272 


4pc Key Extractors with Case 

These 4 extractors are a must have addition to 
your key extraction arsenal. The thin and flexible 
designs allow you to lift pins and bite into the key 
bitting or side milling. These extractors feature the 
new “Blue easy grip no slip” handle. The extractor 
blades are constructed of spring steel and can be 
bent if necessary to help you enter the keyway. 


LKM273 


Adams-Rite Deadbolt Tool 

This tool was designed to release the actuator 

on most Adams Rite MS 1850S Hook Style Bolts 
and Deadbolts with a backset of 7/8-1 1/2.Simply 
slide the tool between the bolt and housing,with 
the hook part up.By pulling down on the tool after 
it is hooked,the actuator is moved and the Bolt is 
unlocked.Developed by Will McCandless and Mike 
Yarberry 


LKM312 


12 pc Pick Set with Case Lifetime Warranty 

These pick blades are made of stainless steel 

and are held between blue anodized aluminum 
handles. This new style handle has a great grip 
with no rough edges. Picks and tension tools are 
neatly housed in a quality snap over case. The set 
includes case, 3 riffle picks, 2 hooks, 2 rakes, 1 dia- 
mond, 1 double ball and 3 tension wrenches. Tools 
also sold separately. 


TT3200 


32 pc Security Bit Set 

Handy 32 Piece pocket size bit set that removes 
Tamper Resistant Screws including security torx, 
security hex bits and spanner bits. The set includes 
a magnetic bit extension. 
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Since its rookie year in 2008, the LA GARD ComboGard Pro has led the industry 
in flexibility and adaptability. Substituting for the original ComboGard, this lock 
has performed like an All-Star in every market, from floor and commercial safes 
to ATMs and kiosks. With its wide range of abilities, the ComboGard Pro plays 
many positions, making it perfect for every retrofit requirement. 


Check out complete statistics 
at www.kaba-mas.com. 


LA GARD 


Cencon and Auditcon 2: Two of the most notorious cons in the industry, 
known for locking up a broad range of containers, from ATMs to 
commercial and industrial safes. They have been spotted in banks, 
restaurants, casinos, jewelry and department stores. When armed, 

they should be considered extremely safe. 


Auditcon 2 Series 
Model 252 


If you'd like to see the entire rap sheet on Cencon and Auditcon 2, 
we offer visitation at www.kaba-mas.com. 


Kaba Mas 1.877.522.2627 www.kaba-mas.com 


LOCKMASTERS 2101 John C. Watts Drive 


Nicholasville, KY 40356 
NCORPORAT ED 


ORDER CODE: BC2010 


CALL 


Get Your Hands 
~ On Our Latest 
- Innovations. 


Biometric Security. Direct Drive Safe Lock. 
As Individual As You Are. A New Twist On Security. 


Our new biometric keypads offer flexible, Discover the advantages of our new S&G" 2 
next-generation security: D-Drive” Safe Lock: 
¢ A new level of security: fingerprint is unique ¢ Direct drive design: turn keypad ring to retract 
to the user and extend the bolt 
* Quick and easy: press start, touch to open ¢ Exclusive no-twist cable: prevents damage 


¢ User-friendly: menu-driven, backlit LCD due to keypad rotation 
makes programming a snap ¢ Low-profile keypad: external 9V battery 


¢ Flexible options; operate by fingerprint, ¢ Open/Close indicator: know at a glance if safe 


fingerprint + PIN code, or PIN code only is locked or unlocked 
* Quick retrofit: easily change with | STANLEY | ® ¢ Bolt Position Indicator (BPI) module available: 


S&G* 6120, 6123, Z°2 electronic locks SARGENT AND GREENLEAF. field installable 


¢ Three modes of operation: program the lock 
through the keypad 
www.sargentandgreenleaf.com 
www-stanleysecuritysolutions.com 


© 2010 Sargent and Greenleaf, Inc. 
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